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In back of every Kirk and Blum 
Dust Control System is the accu- 
mulated engineering knowledge 
and skill derived from 39 years 
of specialized experience. 


Every Kirk and Blum system is 
carefully designed and custom- 
built to meet the needs of the job 
and is adequately powered to 
remove oll harmful dust from 
the various machine operations. 


Play safe when you are con- 
sidering @ substantial long-term 
investment like dust control. Get 
all the facts before making a 


decision, 


For complete details on the serv- 
ice rendered by Kirk and Blum 
engineers, write to The Kirk & 
Blum Manufacturing Co., 2280 
Spring Grove Ave., Cincinnati 
25, Ohio. 
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THE KIRK & BLUM MFG. CO. ~ 


ENGINEERS and MECHANICS 


——w 


ENGINEERED DUST CONTROL 

















SEND FOR BOOKLETS 


Cooling Systems for the Glass industry 


Blower Systems for Woodworking Plants Data on Kirk & Blum Production Facilities 
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U.S. Bureau of Mines 


























Type No. 701 


Yes, Willson Chemical Cartridge Respirator No. 701 has received Bureau 
of Mines approval No. 2302. It furnishes reliable protection for your 
workers, who are exposed to organic chemical vapors in low con- 





centrations. 
Applicable on a variety of common industrial operations such as 
spraying, this respirator safeguards lungs against specific hazards. 
For example: carbon tetrachloride, gasoline, alcohol, benzine, 
ether, formaldehyde, toluene and petroleum distillates. 
) And—as in other Willson safety products—comfort as well 
| as protection features have been designed into this lightweight 


aS 


respirator. Your workers get better, more secure fit because of 
the adjustable nose spring and molded rubber facepiece. 
In addition, a sturdy double headband keeps the respirator 
on tightly and divides its weight for proper balance. 

; GOGGLES + RESPIRATORS » GAS MASKS + HELMETS 





For help with your lung-protection 
DOUBLE problems, get in touch with your 
Willson distributor or write to Will- 


son Products, Inc., 209 Washington 
PRODUCTS INCORPORATED St., Reading, Pa. 
READING, PA., U.S.A. Established 1870 . 
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... protect men and machines 
amid explosive fumes...gases...dust 


In hazardous locations every- 
where — where one spark may 
cause loss of life and damage to 
equipment — maintenance crews 
rely on Ampco Safety Tools. 
There’s the right tool for every 
job in the complete Ampco line 
of over 400 standard types and 
styles. The Ampco marine kit — 


widely used on oil tankers and 
other ships — is typical. Ampco 
Safety Tools are approved by in- 
surance authorities. Play safe — 
make Ampco Safety Tools stand- 
ard equipment for your opera- 
tions. Write for free catalog. 
Ampco Metal, Inc., Dept. OH-6, 
Milwaukee 4, Wisconsin. 
8-20 
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7 AMPCO METAL, INC. a 
' e Department OH-6, Milwaukee 4, Wisconsin a 
: Tear out this 
: Send me your free, illustrated catalog i 
' coupon of Ampco Non-Sparking Safety Tools. ' 
' « : a 
: and mail today Name Position a 
5 Company........... ‘it tested oe 
1 to get ' 
. Add C) Home a 
ress ... _] Business 
1» your catalog! i 
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THOM McAN— SAFETY SHOE DIVISION 


25 WEST 43rd STREET - NEW YORK 18 - WN. Y. 


*MORE MEN buy their shoes from THOM McAN than from ANY OTHER shee 





ake kindiy to 
oes Bearing 


AMERICA’S BEST 


KNOWN SHOE BRAND* 







Your men already know and trust the Thom McAn 
name, know that it stands for dependable quality 
—always at the lowest possible price. You see, 
there are over 500 of Thom McAn's famous white 
front shoe stores from Maine to Texas, from Florida 
to Utah. These stores sell more than 10 MILLION 
PAIRS of Thom McAns yearly. 


In hundreds of the Nation's most progressive plants 
we have proved that when you specify Thom McAn 
Safety Shoes you get a record high number of 
willing wearers. Which makes for desirable em- 
ployee relations as well as improvement in your 
plant's safety record. Write us today for details. 
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Wake this Store your. 
Safety 


- 
Shoe Degartment 


store organization IN AMERICA 
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THERE’S TRIPLE MILEAGE ING 
A Welded STEEL-WOOL PAD! 


And that’s a conservative claim for this aid to labor-saving main- 
tenance of waxed floors. Actual tests show the Finnell Welded 
Pad wears three to four times longer than pads of ordinary de- 
sign. Welded construction—which allows the pad to wear evenly, 
hence slowly, and prevents shredding and bunching of the pad— 
gets all the wear out of all the material! This same feature, welded 
construction, is also responsible for finer, faster work. With 
uniform contact assured, the Welded Pad must and does do a 
better job in less time. It’s the perfect pad for dry cleaning and 
burnishing waxed floors to a safer, wear- 

resisting finish ... in a single operation. Lm 
Self-adjusting. Can be used on any fibre f Ginnell- Processed 
brush, with any disc-type machine. 7 sizes, . WAXES 

u gr ades. Finnell-Kote Solid Wax 
For consultation or literature on Finnell Pads, oe ene oe 


Waxes, and Maintenance Machines, phone or write Finnell Paste Wox 


nearest Finnell branch or Finnel] System, Ine., ee ee 
3506 East Street, Elkhart, Indiana, iia std yr es 


_ Sanax (Wax Cleaner) 


FINN ELL SYSTEM, IMC. \ msm 
Pioneers and Specialists in / PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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Occupetional 
ZARD 


DEVOTED TO EMPLOYEE WELFARE IN ALL ITS PHASES 











“There's Profit : 
in Prevention” | vai.¢ Juno. 1946 
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Answer to a Challenge 
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Right Off the Docket 
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IN CHUCK-A-LUCK— | 
I the odds are 215 to 1 i 
against three of a kind; ‘ 
13.4 to 1 against two of 
a kind. Paying even 


money on the singles, 





|] two-for-one on the dov- 
bles, and three-for-one | 
on triples, Chuck-A-Luck 
always give a 7 47/54 
percentage in favor of 


the “house”. 





HY-TEST DIV: INTERN 
TIONAL SHOE COMPA 
ST. LOUIS 3, MO. e EASTE 


AMCCICE. MARICUECECTYED B 





‘54 


» 


sonBA 


HY-TEST 


THE SAFETY SHOE WITH THE 








it to chance 


a 


oO 





ANCHOR FLAN 


gree 








Hy-Test Safety Shoes were first manu- 
factured to give workers a big safety 
margin against accident odds. And new 
ways are always being found to increase 
this margin as the years go by. One of 
the greatest protective features to make 
Hy-Test an even better safety shoe is 
the use of the Anchor-Flange Steel Box 
Toe. This flange not only gives added 
strength but also helps keep the steel toe 
from tilting or shifting when it is struck 


THE 


This flange adds extrg strength to the 
steel arch’s sidewall. Anchored be- 
tween insole and outsole, it also 
serves to resist shifting and tilting 
when toe is struck at an angle. 








at an angle. The anchorage is made by 
sealing the steel toe’s flange between the 
insole and outsole. This extra safety fea- 
ture, plus the sturdy leathers and fine 
workmanship always found in Hy-Test, 
provides workers with a comfortable, 
easy-wearing safety shoe that lasts long- 
er and gives better protection. We will 
be glad to show you how easy it is to 
have this extra margin of safety for work- 
ers in your plant. Just drop us a line. 


WORLD’S LARGEST SELLING SAFETY SHOE 


HY-TEST Safety Shoes © 














































a9 


“NON-SLIP 
LONG WEAR 


You can be sure of sure-footed 
safety with Multi-Angle-Cord soles 

. and heels. You get long wear, too. 
Yes, M.A.C.s are both safe and 
long-wearing .. . the Multi-Angle- 
Cord construction makes the — 
difference. 


GRO-CORD RUBBER CO. - Lima, Ohio 


RAW-CORD BY 
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BOTTOMS THAT ARE TOPS IN SAFETY g 
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TAR hot -weather, {00 


- | (| || |(_ WATCHEMOKET 
Ne eye 
// ae SAVERS | 
7 —the ideal 
safely goggle, 













No need to » 
/ sacrifice / 
; y/ safety for com- 
y fort Feather. 
weight plastic con- 
struction eliminates 
excessive perspiration 
: caused by heavy, old 

\ » = / fashioned types. There’: 
\ — plenty of cool airflow 
around eyes through stan- 

\ | dard 18 vents — extra cir- 
J ____"__ eulation through 36 vents 
\ See i for hot jobs. Order Model 
\ — 10 (illustrated) with green 

* frame, and G2 (light green) 
, shatterproof plustic lens to 

. . minimize glare and ease 
eye-strain. Just a few 

—— reasons why workers find 

this sturdy goggle especially 
comfortable in hot weather. 














WATCHEMOKET OPTICAL CO., inc., provivence 3, R.1. 1 hese! ee oe 


Toronto 12, Ont. 
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@ SPEEDS UP PRODUCTION ...... 
@ REDUCES MAINTENANCE COSTS ... 
@ INCREASES EMPLOYEE EFFICIENCY. . 


NC 
CY ake your plans now because post war 


business will be on the “open market’ with keen competition, 
Plant executives with an eye to the future will streamline their 
factories. If your plant is not already equipped for dirt and dust 
control, it should be number one on your “MUST” list. Dirt and 
cause absenteeism and deteriorate 





dust slow up production... 
The answer is Parsons Oval Bag Dust Arrestors, 


equipment. 
backed by 25 years of creative engineering. In most cases Parsons 
Dust Arrestors actually pay for themselves in greater production 
and employee efficiency. Let our engineers check into your dust 
problem. There's no obligation 
Write for our Bulletin .. .““Mastery of the Air’ 
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ENGINEERING CORP. 


2545 EAST 79th ST. CLEVELAND 4, OHIO 
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SWELTERING DAYS ARE COMING 
GET READY WITH 


DIR WB ROW 


The Nation’s Sweat Band 








Eliminates loss of time, money and efficiency 
caused by sweai. 


In hottest jobs people work along comfortably 
without having to stop to wipe perspiration. 


New patented features make DRYBROW easy 
to wear. Makes goggles popular. 


Absorbs 20 times its weight in moisture, 
Proven by years of continued popularity. 


A SAFETY MAN’S RECOMMENDATION 
that actually INCREASES Production 


Packed in boxes of 25 for easy handling. 
Price $3.25 — box of 25. $110 per M. Imme- 
diate shipment. 


American Allsafe Company 


1245 NIAGARA STREET, BUFFALO 13, N. 




















PRODUCTIVE 


BAUSCH & LOMB Safety Lenses, professionally 
prescribed to the visual needs of the worker and 
matched to the safety requirements of the job, stim- 
ulate increased production and help keep down eye- 
accident layoffs. 

Prescription ground safety lenses preserve and 
safeguard the visual skills of experienced employees 
. keep them on the job longer . . . safely. 
Safety Glasses made by Bausch & Lomb . . . 
spectacle or cup type are obtainable with hard- 
ened plano or prescription ground lenses . . . clear 
or absorptive types in a wide variety of styles 
for every need. Write. for complete informasion. 
Bausch & Lomb Optical Co., 745-6 St. Paul Street, 

Rochester 2, N. Y. 
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VISION IN 
INDUSTRY 


The application of the Bausch 
& Lomb Industrial Vision 
Service in your plant means: 


fewer accidents ~. . . in- 
creased production . - . im- 
proved quality .. + reduced 
labor turnover . . . lower 


training costs. Write for this 
booklet. 








BAUSCH & LOMB 
YW ealett 6 ye 
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KEEP HANDS FREE-| 
; from Contagious | 
Wash Bowl Contacts 






























with 
FOOT-CONTROL 


BRADLEY 
DUO-WASH FOUNTAIN 


Hands touch nothing but the 
clean running water when a 
sanitary DUO-Washfountain is 
used. Thisconvenient new wash 
facility, with its foot-controlled 
spray, and self-flushing bowl, 
allows no water to collect and 
. form contaminating scum. 
The DUO was designed for small washrooms in factories, schools, 

institutions, and public buildings. One DUO replaces two ordinary 
washbow!ls with resultant savings in faucets, piping, plumbing con- 
nections, floor and wall space. 

Water consumption is also reduced and much maintenance work 
and expense eliminated. DUO-Washfountains are available in white 
enameled iron or stainless steel with either 
roll rim or apron bowl. Send for new 








sch 


ae illustrated Bulletin 464-D. BRADLEY 
in- WASHFOUNTAIN CO., 2259 W. Mich- 
can igan Street, Milwaukee 1, Wisconsin. 
his 


1946—25th Anniversary Year 


or 


- BRADIEV > 
Luo wukfountadine 
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“IT PAYS TO BE PREPARED 
FOR ALL EVENTUALITIES” 





Yes sir, the company which visualizes the dangers of continual fumes 
and dust in a plant has taken the first step toward remedying a serious 
situation. Improved employee health and morale, accelerated produc- 
tion and better workmanship are a few of the divi- 
dends which an installation of SCHMIEG Centri- 
Merge equipment assures. Now is the time to con- 
sult our engineers on your particular requirements. 
There is no obligation, of course. 


No. |2 of a series 


Schmieg? | 7 
MY ; st ur actu seks } Ws () 10) 


PIQUE? E Ail BRUSH. ©« DETROIT, MICHIGAN 
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Each 


Cevesal tablet 
contains 7 gr. 
sodium chloride, 
3 gr. dextrose, 
25 mg. Vitamin C 
(cevitamic acid). 
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INDUSTRIAL : 
1 cerning your remarkable new salt tablets for 

DRUG SUPPLIES N | heat sickness. 

C | Pa te cinicch lb stninenepenieatenindasaadiie pennscnadn 

108 GREENWICH STREET 

NEW YORK 6, NEW YORK jj 

I 





Q Replaces salt lost in perspiration 


Q Eliminates fatigue and headaches caused by 
Vitamin C deficiency 


Q Replaces energy lost through work and heat 


Q Combats infection and bacteria toxin 


Q Improves appetite 


CEVESAL (enteric coated tablets) — improved salt 
tablet—the modern, scientific way to multiple health 
benefits for your employees. 


Cevesal is available in bottles of 100, 1,000 or 25,000. 
To facilitate and encourage the use of Cevesal by 
your employees, we are making available attractive 
single tablet dispensers fixed on walls or posts near 
water fountains. 


Mail coupon below for prices and further information 
about our new and modern salt medication—Cevesal. 


INDUSTRIAL DRUG SUPPLIES, Inc. 
108 Greenwich Street 
New York 6, New York 


Gentlemen: Please send further information con- 
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Lockheed’s efficient 
Safety Committee will 
not have to worry 
about Gordon Patter- 
son, right, wearing his 
plastic mask in future. 
Patterson was pouring 
molten lead into 4 


have 
hadn 
the mask. 


GORDON 
PATTERSON, LIKE THOUSANDS OF O 
THER 


@ \~, EC 


For th 
-3e dollgommedtaal— 
time our thanks to J 
ole Mila lolivels yam & 
, Lockheed's 


safety engi 

y engineer, who 

Fai © supplied us with 

: ~— ith the materi 

- al repro- 


JA 
CKSON PRODUCTS ° 3265 Wight Street, DETROIT 7, Mich 
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bafety Goggles Safeguard the 





“Eyes of Industry + Reduce 
Production Costs 





















AO Safety Clothing Protects 
# the Worker from Head to Foot 





AO’s Safety Line includes safety goggles of every type; respira 





tors for protection against more than 140 hazards to lungs and 
respiratory systems; and wide variety of safety clothing and 
equipment. Your nearest AO Branch Office will be glad to send 


you complete details. 


American @ Optical Ta 


SOUTHBRIDGE, MASSACHUSETTS 
BRANCHES IN PRINCIPAL CITIES 








“PEP-UP” TABLETS 3 
WILL NOT CAUSE NAUSEA 


"PEP-UP" Salt Tablets with an exclusive, 
patented coating reach the intestinal tract 
before dissolving—so the system gets the salt 
direct and the stomach doesn't suffer from 


nauseating salt irritation. 





The medical profession definitely recognizes 
that the body requires extra salt in hot sum- 
mer months or on jobs where employees are 


working in excessive heat, 


Keep "“PEP-UP" Salt Tablets handy for all 
EXPENDABLE your workers—order them in safe, sanitary 


SALT DISPENSER BF 
: ' i "EXPENDABLE DISPENSER." 





Ask your local supplier for prices or write 


“EXPENDABLE 
DISPENSER" us direct. 


SHIELDS 


| LiFe UNITED STATES 


AND 


| mom SAFETY SERVICE CO. 


1215 MeGee Street—Kansas City 6, Mo. 
Branches: Tulsa, St. Louis, Houston, Dallas 
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Uninterrupted Flow © 
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Top efficiency of ‘‘Hydro- 
Whirl” booth, as exhibited 
in leading auto plants, 
permits close IN-LINE 
arrangement of Washing, 
Drying, Spray and Baking 
operations. 





We completely engineer, 
fabricate and install con- 
tinuous paint finishing 
systems for your specific 
product. 








CATALOG & BOOKLET 


PETERS-BDALTON howe 


17900 RYAN ROAD -© DETROIT 12, MICHIGAN 


| HYDRO-WHIRL DUST COLLECTORS AND SPRAY BOOTHS—INDUSTRIAL OVENS, WASHERS ANDO VENTILATING SYSTEMS 
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Leading Manufacturers of optical equipment have recognized the 
correlation between visual efficiency and injury susceptibility and 
have taken steps to provide necessary protective measures. 


VISUA 


By W. T. CAMERON, American Optical Co., Southbridge, Mass. 


PART Il. 














This girl, straining her eyes at her work, 
is an obvious candidate for an industrial vi- 
sion check-up. Think how her efficiency 
is affected. 


HE art of seeing should be ef- 
fortless. The result of visually 
perceiving and recording messages 
relayed to the brain through the 
eyes should be clear and definite. 
When effort is required, nerve 
strain results which may cause men- 
tal and physical fatigue, headaches 
and other bodily ailments. These in 
turn may lead to accidents and are 


99 


After an eye examination and correction, 
the employee now is in a position to per- 
form her duties with visual efficiency and 
comfort, 


certainly deterrents to efficient pro- 
duction. 

In short, vision is an important 
factor in industrial efficiency and 
has a marked bearing on output and 
on accident occurrence. And yet, 
about one out of every three em- 
ployed persons has uncorrected vis- 
ual defects! 
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To keep our readers informed as to latest techniques, OCCUPA- 


TIONAL HAZARDS is presenting a series of articles by leading 


manufacturers in the field. 
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Visual Deficiencies Add to 
Costs 


According to the National Safety 
Council, $20,000,000 is the direct 
compensation and medical cost 
each year for accidents to eyes. And 
no one knows what portion of all 
industrial accidents, costing $460,- 
000,000 annually, happens because 
of inefficient eyes. 

Reports of industrial vision stud- 
ies never fail to mention one or 
more unusual or startling condi- 
tions: 

inspectors with insufficient 
vision to detect the flaws they are 
supposed to find.” 

ss men pouring molten metal 
with vision so poor as to be unable 
to count their fingers at arm’s 
length.” 

“, . . 37 per cent of spoiled work 
traceable to visual deficiencies.” 


Program Marks New Era 

Obviously, steps should be taken 
to correct the visual conditions re- 
vealed by these statistics. With this 
objective in mind, American Opti- 
cal Company in co-operation with 
the ophthalmic (eye) professions has 
developed a program which brings 
together industry and the ophthal- 
mic professions in a joint campaign 
to solve the problem of adequate 
industrial eyecare. 

Benefitting as it does both man- 
agement and labor, the new pro- 
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Seven Point Eye 
Program 


1. Installation of the AO Sight-Sereener 
and training in its operation, use and 
maintenance, 

- Development of a visual efficiency pro- 
gram aimed to meet the specific needs 
of the Industry. 

3. Assistance in the development of an 
educational campoign to secure and 
maintain the co-operation of employ- 
ers, supervisory staff, safety commit- 
tees, employee groups and others. 

4. Establishment of eye protection stand- 
ards for various classes of operation 
and types of work, and a program for 
fitting and maintaining eye protection 
devices. 

5. Service on safety goggles and correc- | 

| tive-protective materials. 

| 6. Recommendations on the improvement 
of environmental conditions affecting | 
vision—illumination, glare, color ap- 
plication, and use of optical aids and 
other means of increasing visual per- 
ception. 

7. Recommendations on the _ establish- 
ment of job visual placement stand- 
ards for avrious occupations or job 
classifications, aimed to bring about 
better utilization of individual visual 
capabilities. 











gram for promoting industrial safety 
and visual efficiency may well mark 
a new era in industrial relations, 
safety and production. 

Complete industrial safety and 
visual efficiency is composed of a 
variety of services and activities, 
none of which can be neglected if 
the ultimate goal is to be achieved. 
Some of these activities are the re- 
sponsibility of illuminating or safety 
engineers, production officials, or 
others within the plant who have 
the responsibility for improving 

(Turn to page 38) 














This resume of the results of a field study now 
in progress gives the present position 
in the matter of 


INDUSTRIAL HEALTH 194? 


By C. O. SAPPINGTON, M.D. 
Industrial Health Consultant 


HE Industrial Hygiene Founda- 

tion, Mellon Institute, Pitts- 
burgh, Pennsylvania began a field 
study in April 1945, for the pur- 
pose of analyzing the policies and 
procedures of industrial health de- 
partments 

The survey is planned to include 
several hundred plants, involving 
an industrial population of over one 
million persons, including large, 
medium, and small plants in 30 
states. 

The study so far indicates cer- 
tain definite trends. 


Effects of Reconversion 

1. The temporary reduction of 
working forces will be reflected in 
a temporary reduction of profes- 
sional personnel. However, many 
industrial plants will 
enlarge and _ rebuild 
their departments dur- 
ing this adjustment 
period. 

2. Reliable business 
figures indicate that 
only 25% of business 
plants need entire re- 
conversion. 

8. There seems to 
be a decided reduc- 
tion in the number 
of health complaints, 
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probably because of relief from 
pressure, of war production and 
the general anxiety generated by 
war. The results show a reduced 
incidence of nervous indigestion, 
insomnia, cumulative fatigue, and 
nervous exhaustion, as well as the 
finding of progressive lowering of 
blood pressure readings in em- 
ployees of 45 years of age and over. 

4. On the other hand, in some 
quarters there has been an increase 
in the incidence of occupational 
disease in plants which have had no 
such experience during the years 
of the war emergency. This may be 
due to the laying off of professional 
personnel and termination of em- 
ployment of others. 


5. Thus far experience with 
placement of return- 
ing veterans has been 
favorable, for the 
most part. 

6. In most cases in- 
dustrial health pro- 
grams will be main- 
tained in the postwar 
years. 

7. The increased 
interest in industrial 
health services by or- 
ganized labor groups 
will oblige manage- 
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ment to give increasing attention to 
healthful working environment. 
There is no question that medical 
services in industry will play a 
greater part in industrial manage- 
ment concepts than ever before. 

8. One element ir sustaining and 
maintaining an adequate industrial 
health service is the opportunity to 
maintain production at a high level. 
This interdependence is apparently 
overlooked. 

9. Profession personnel has a 
great opportunity to demonstrate 
economic and industrial relations 
benefits from their work. This is no 
time for retrenching on the activi- 
ties of industrial health depart- 
ments. 


Intramural Relationships 


For quite some time there have 
been varying differences of opinion 
as to the results occurring when the 
chief physician or medical director 
reports to the industrial relations 
division or officer, as compared 
with the effects which result when 
the same medical officers report to 
top management. 

Perhaps much depends upon the 
type of men to whom the reporting 
is done and their active interest and 
cooperation; perhaps also a great 
deal of the success attained de- 
pends upon reliance and confidence 
being placed in medical leadership, 
with as little management interfer- 
ence as possible. Apparently good 
results have been obtained from 
both methods, although there are 
those who feel that from a strong 
organization point of view, report- 
ing to top management is to be 
preferred. 
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Cost of Health Services 


There has been a great deal of 
difficulty in securing true cost 
values from industrial establish- 
ments, and an example will now be 
given of the kind of difficulty that 
has been encountered. The follow- 
ing table shows the difference in 
safety and medical costs in a very 
well-organized and maintained di- 
vision of a large national corpora- 
tion: 


Safety Medical 

|) |S ee eee $5.60 $ 9.60 
re .30 2.40 
£5.90 $12.00 

eee $2.95 $ 6.00 


The fallacy of using average per 
capita costs per year is well dem- 
onstrated here. One can easily see 
that this average is not a true meas- 
ure of the cost fluctuations in two 
consecutive years. The same kind 
and quantity of service was ren- 
dered during each of these years. 
Standards Needed 

Officials attribute these differ- 
ences in cost solely to a change in 
concept by the accounting depart- 
ment as to what the same report 
form requested. If this can occur 
in a _ well-managed corporation, 
what can be said of others? We are 
beginning, therefore, to doubt the 
validity of figures previously quoted 
by many of us in various reports. 

One of the first tasks to be at- 
tacked will be to make a standard, 
carefully-thought-out definition of 
what plant medical expense is and 
what it is not, so that the expense 
items may be mutually exclusive. 
(Reported at 10th Annual Meeting 
—Industrial Hygiene Foundation) 





25 














U. S. Department of Labor reports two 
million occupational injuries last year 


PPROXIMATELY 2 million 

workers were disabled during 
1945 as a result of work injuries, 
Acting Commissioner of Labor Sta- 
tistics A. F. Hinrichs reported in 
summarizing the preliminary esti- 
mates prepared by the Bureau of 
Labor Statistics. “The injury total 
is about 10 per cent below that of 
1944, which was the first year to 
show a reduction in work injuries 
after a constant upward trend since 
1938,” Mr. Hinrichs said. 

“The total actual time loss caused 
by disabling work injunes during 
1945 is estimated at about 41% 
million employee-days. This _ is 
about 2% million days less than the 
corresponding estimate for 1944, a 
very gratifying gain. In part, this 
was due to a decrease in employ- 
ment and in part to a definite im- 
provement in the injury experience 
of a number of major industry 
groups, most notably in manu- 
facturing. But even so, this time 
loss represents the equivalent of 


26 


full-time employment for an entire 
year of 137,000 workers. 


Fatalities and Permanent 
Disabilities 

“This figure makes no allowance 
for the more serious effects of 
deaths and permanent impairments. 
If the standard allowances are made 
for these disabilities, the total eco- 
nomic time loss reaches 218 million 
days, or the equivalent of full-time 
annual employment of 725,000 em- 
ployees. 

“But even this is not the total 
time loss occasioned by work in- 
juries. If account is taken of the 
time lost by so-called ‘minor in- 
juries, which require only first aid, 
another 9 million days must be 
added. The total actual time loss, 
therefore, comes to about 50 
million days, and the total economic 
time loss to about 227 million days. 
Any evalution of the over-all total 
loss due to work injuries would 

(Turn to page 45) 
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Personal Interest in . Safety 


By W. J. M. Redwood, Safety Engineer, 
iLL the future for industrial safety follow the 


W ups and downs of production? To answer that 
question does not require a super mind. The answer 
depends upon how the average citizen defines the 
word “Safety.” 

During the past few years it has been the main 
effort of Safety experts to convince people that a 
well guarded pli int does not complete a safety pro- 
gram. While such conditions form a good founda- 
tion, they do not complete the job. 

The analysis of thousands of Workmen's Compen- 


Algoma Steel Corp. 





+ ag oh gy sation Board accident re ports shows that around 15 
= e's copes per cent are associated with mechanical, electrical and 
ion au ° 


other physical guarding. Such being the case where 
does safety go from there? Safety goes a long way 
beyond “Guard this and Guard that.” While safe guarding has done a 
great deal to eliminate hazards and undoubtedly accidents, it must be 
remembered that injury reduction was not nor will it ever be, solely at 
tributable to safeguards. 


Marie, Ontario, Canada, 


Human Relations Needed 
Nor was it achieved through iron-bound discipline, of 
rules or through dictatorial policies, but through the most vulnerable 


enforcement 


| point of industrial armor, that is, Human Relations or if you like, manage- 


| provided for us 


ment and men with material co-ordination. Does it not resolve down to 
good-will and personal interest? When production recedes it is plain that 
improvements and recommendations for safety or production also recede. 


Strict Observance of Rules 

If, for the time being, we cannot go ahead as fast as we would like in 
the matter of improvements, surely we can profit by the work done in 
the near past. Then again, the lessons learned during the past years have 
taught us that safety depends upon the strict observance of rules and 
regulations, which includes the proper use of all the good safeguards 
The future for safety of Industrial Workers is as bright 
as any star if we make up our minds that guards, personal protection and 
sane rules are controlled by the human mind. 

The best safeguard is still, and always will be, 


A SAFE WORKER. 


| A plant is no safer than the man who takes a chance with his own or 


other men’s lives. 
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SODA--- 


HE gravity of a safety hazard 

depends upon the number of 
people exposed rather than upon 
the quantity of the hazardous ma- 
terial. The quantity of caustic soda 
finding its way into households is 
small in comparison with that re- 
quired by the Rayon, Soap, Oil Re- 
fining, Vegetable and Food Proc- 
essing industries and it is with the 
group of workers involved in these 
industries that we are most con- 
cerned. 


Forms and Containers Vary 


Caustic soda comes to the con- 
suming industries mentioned above 
in various forms and containers to 
meet a variety of conveniences and 
economies, as listed here: 

a) Anhydrous solid—packed in 
700 Ib. steel non-returnable drums. 
The caustic in this package is a 
cylindrical cake formed by pouring 
the molten caustic soda into the 
drum and allowing it to solidify 
by cooling to atmospheric temper- 
ature. 

To use the caustic, the steel may 
be stripped from the cake and 
placed in dissolving or reacting 
tank by means of cradle and hoist. 
Other expediencies for removing 
solid caustic soda are sometimes 
employed. 
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By H. G. ELLEDGE, Assistant to Director, Research and 
Development Department, Diamond Alkali 





Company, Painesville, Ohio 


Here is how to make the handling of this material a safe pro- 
cedure. Do your practices meet these requirements? 





One is to puncture the steel with 
a pick in numerous places and 
lower it by means of a crane into 
the dissolving tank when the cake 
is dissolved by the water, later re- 
moving the empty drum. This 
method has been commonly used 
by soapers and oil refineries. 

b) Anhydrous flake. Various par- 
ticle size, packed in 400 Ib. steel 
non-returnable drums. This form of 
solid affords numerous conveni- 
ences especially applicable when 
dosages require weighing in frac- 
tional container lots. 

c) Liquid Caustic. More than 
half of the annual 2,000,000 tons 
of caustic soda finds its way to the 
American industries in the form of 
solutions of concentration of 50% 
and 73% caustic soda. 


Special Handling 

This is shipped in tank cars, us- 
ually of special construction, chief 
features of which are special lining 
to avoid iron contamination and 
heat insulation designed to keep 
the solution in a fluid form. 

The growth of this method of 
delivery during the past few years 
has been attributed to economical 
considerations in spite of the fact 
that freight must be paid on the 
water contained. Incidentally, how- 
ever, this trend has entailed a great 
contribution to safety, firstly be- 
cause of the favorable handling 
facilities and secondly because 
fewer persons are exposed in the 
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handling of any unit quantity of 
the material. 


Concentration 

Caustic soda is the strongest, 
weight for weight, of the metal hy- 
droxides. Caustic potash is com- 
parable. Caustic lime (quick lime, 
hydrated lime) in equal concentra- 
tion is also comparable, but its lim- 
ited solubility in water makes of it 
much less of a safety hazard. 

In each of these the harmful 
physiological action is due to that 
part of the compound called the 
hydroxyl. It follows, then, that the 
concentration is a factor in the po- 
tential danger. 

Dangers 

Skin contact with a solution of 
caustic soda at a given temperature 
results in more severe burning, as 
the concentration increases up to 
about 18% caustic where a maximum 
effect obtains. Further increase in 
concentration at constant temper- 
ature is without further increase in 
the burning effect. 

Anhydrous caustic on dry skin is 
without any effect until moisture is 
supplied either by the atmosphere 
or the skin. In this fact rests a haz- 
ard because the presence of the dry 
caustic would not at first be 
noticed. 

This characteristic lends further 
emphasis to the importance of pro- 
tective clothing. Almost with apolo- 

(Turn to page 48) 
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— To keep your available equipment files up to date, check those subjects 
in which you are interested and simply list in the card bound into this issue 
the numbers of the items you wish to receive. This card is for your con- 
venience—no postage required. <— 


FL-422. 


FL-423. 
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FL-426 


— 
- 
to 
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FL-428, 


FL-429. 


FL-430. 


FL-431. 


FL-432. 


FL-433. 


30 


SAFETY CANS—Information on 
their approved cans for flammable 
liquids is supplied by the Justrite 
Manufacturing Co. 


NON-SLIP PRODUCTS—The Mel- 
flex Products Co. has a_ folder 
available describing their safety 
step treads, standing mats, and 
synthetic runner material. 


OIL ABSORBENT—The = Oil-Dri 
Company will send information on 
their oil absorbent for use in in- 
dustrial plants. 


EYE WASH—The Murine Com- 
pany’s literature tells how their 
product eases welder’s flash and 
that “sand in the eyes” feeling. 


INDUSTRIAL DUST—A free book- 
let, “Control Of Industrial Dust” 
contains the latest information in 
dust control, Available from the 
Pangborn Corp. 


- FLOOR SAFETY—tThe Walter CG. 


Legee Co. has an interesting and 
informative book, “Mr. Higby 
Learned About Floor Safety The 
Hard Way” which tells about non- 
slip floor maintenance. 

SAFETY GUARDS—A new catalog 
from the Junkin Safety Appliance 
Co. contains facts on how built in 
guards make safety a part of the 
operation, 

FLOOR TREATMENTS—Informa- 
tion on floor treatments, seals, 
dressings, and finishes is available 
from the Hillyard Chemical Com- 
pany. 

SKIN TOUGHENER—Details on the 
Onox method of skin toughening to 
prevent athlete’s foot will be sent 
by the Onox Company. 

SALT FOR HEAT FATIGUE—Bul- 
letin from the United States Safety 
Service describes their Pep-Up salt 
tablets and Expendable Dispenser. 
PROTECTIVE CLOTHING—Com- 
plete catalog showing featherweight 
transparent clothing may be had 
from the Resistoflex Corp. 
ATHLETE’S FOOT PREVENTION— 
Data on the Peda-Spray Dispenser 
for spraying a prophylactic liquid 
on the feet is available from the 
Peda Spray Co, 


FL-434. 


FL-435. 


FL-436., 


FL-437. 


FL-438. 


FL-439. 


FL-440. 


FL-441. 


FL-442. 


FL-443. 


FL-444. 


FL-445. 


MECHANICAL FOAM—A 20 page 
eatalog from the National Foam 
System, Inc. describes their foam 
fire extinguishing liquid and equip- 
ment, with illustrations, charts, and 
drawings of data. 

GERMICIDAL UNIT—‘“‘To Your 
Health” applications manual from 
the Edin Electronics Co. describes 
the uses of their Air-Ray units for 
protection against air borne germs. 
SAFETY SHOES—A pamphlet 
“Lucky Toes” from the Lehigh 
Safety Shoe Co. can be used in 
your safety educational program. 
PRESS GUARD—*“The Key to Pro- 
tection,” a booklet from the Jun- 
kin Safety Appliance Co., tells how 
their guards may be applied to 
various types of presses. 
BREATHING APPARATUS—An il- 
lustrated pamphlet from the Scott 
Aviation Corp. describes the Scott 
Air-Pak self contained breathing 
apparatus. 

SPRINKLERS—Bulletin No. 56 de- 
scribes the automatic sprinkler 
systems, alarm and detection de- 
vices to be had from the Auto- 
matic Sprinkler Corp. of America. 
ACID PUMP—Information from 
the General Scientific Equipment 
Co, describes the Thompson's F-H 
Pneumatic acid pump for drawing 
acids from carboys, 

SAFETY SUPPLIES—Safety Cata- 
log No. 300 from the Williams & 
Company shows their line of safety 
materials. 

DUST COLLECTORS—Available 
from the Pangborn Corporation is 
Bulletin No. 909A which contains 
engineering data and descriptions 
of various types of dust collectors. 
SAW GUARDS—The Surty Mfg. 
Company will send bulletins 1A, 
2A, and 3A which show measure- 
ment specifications for ordering 
guards for different types of saws. 
SIGNS—Catalog Number 8 from 
the Stonehouse Sign Co. illustrates 
the industrial accident prevention 
signs available from them, 
RESUSCITATOR—Bulletin from the 
J. H. Emerson Company describes 
the Emerson resuscitator, aspirator, 
inhalator. 
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@ Workers—particularly women—prefer to wear good 
looking safety equipment. They choose CESCO because 
CESCO goggles and shields are designed to Jook attrac- 
tive as well as to protect wearers from injury. Styling 
goes into all CESco equipment, not only for good looks, 
but also for serviceability and comfort. 


@ CESCO safety equipment includes every comfort feature—minimum 
weight, easy-resting contact points, good ventilation where ventilation 
pi is needed. All equipment is scientifically formed and adjustable to fit 
An varying head and facial contours. 

















@ CEsco Safety Equipment saves two important ways—the emphasis 
on quality makes CESCO products long-lasting and economical. Above 
all, CESCO equipment protects workers from head and body injury, 
saves life and precious eyesight. 


FOR SERVICE 


@ When you use CESCO safety products you get serviceable equip- 
ment plus the service of men well qualified to advise you on your 
safety needs. When you add them all up—style, comfort, savings and 
service —your logical choice is CEsco Safety Equipment. 





CHICAGO EYE SHIELD COMPANY + 2308 Warren Boulevard « Chicago 12, Illinois 


| CcCESCO FOR SAFETY 
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Mr. W. W. Allison 


S one Safety Engineer, I would 

like to give my answer to your 

challenge in a recent issue of Occu- 
pational Hazards. 

At least 50% of all 
facts” are erroneous. 

I have been tortured for many 
years with the futility of the mass 
of statistics compiled by hard work 
and long hours of toil by all of us in 
safety work. 

I have attempted means of secur- 
ing more valuable statistics and bet- 
ter interpretation of my own and of 
others. My efforts have convinced 
me that the problem is deeper than 
statistics and better cause 


“accident 


mere 
codes. 

It is a fundamental principle of 
accident analysis that we have been 
missing. 


Big Training Job 


Years of accident investigation 
prove to me there’s a big job to be 
done, a job of training management, 
supervisors and employees in the 
whys and wherefores and _ tech- 
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nique of accident investigation. 

I am convinced that it is a fact 
that at least 50% of all “accident 
facts” (on which we are supposed 
to base our accident prevention 
work) are erroneous. Why? Because 
we safety men haven't gotten across 
the real purpose and means of acci- 
dent inv estigations. Some have not 
themselves understood either the 
psychology involved or the real 
purpose. 

As I see it, first of all must be 
stressed the only worthwhile need 
or purpose of accident investiga- 
tions, i.e., to prevent a reoccurrence 
of the accident, both where it 





More time spent in accident in- 
vestigation means less lost time 
through injury recurrence. 
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occurred and in any other part of 
the operations. Secondly, it must be 
clear to all, management, super- 
visor, and employee, that blame fix- 
ing is not a part of the investigation 
—not if the real facts to eliminate 
accidents are desired. 


Blame Fixing 

Why? Because blame fixing 
causes more accident reports to 
sound like “anything but the cir- 
cumstances” to the fellow who was 
there. It obscures the facts, the pur- 
pose, the elimination of the hazards 
or unsafe practices, antagonizes em- 
ployees to the safety program, and 
usually covers a multitude of sins. 
There is always some human ele- 
ment in every accident, but blaming 
the human element won't prevent 
accidents. 


Understanding Necessary 

Third, supervisors must be made 
to understand by management and 
the safety staff that they are not 
being made a horrible example and 
everyone appreciates that the same 
things happen in X and Y depart- 
ment; but that he is giving to the 
company a valuable lesson in acci- 
dent prevention. It is part of his 
responsibility to save his employer 
the cost of a repetition in an identi- 
cal or only vaguely similar accident 
(which might be more serious) in 
any part of the company’s oper- 
ations. 

Fourth, where possible to do so 
safely—you have heard the stories 
like that one of the carpenter re- 
enacting the loss of a finger and 
ending up, “Oops there goes an- 
other finger!” So we must say where 
possible to do so safely, reenact the 
full sequence of events of the acci- 
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dent. You will be surprised the 
questions that arise to bring out 
facts, real, not fancied. Be honestly 
curious enough to find out just how 
and why accidents occur. 

I have many times surprised even 
the injured by helping him and the 
investigators to find that the cause 
was entirely different from his own 
conception of how he was injured. 
How many times has money been 
spent, physical changes made and 
then the accident reoccurred be- 
cause the real cause wasn’t dis- 
covered. “One of those accidents 
just hard to explain?” 


Find All Causes 

Fifth. There is seldom just one 
cause of any one accident. Seek 
and find all of them, for in most 
cases it will be necessary to either 
eliminate all of them or devise 
methods for their control if recur- 
rence is to be prevented. 


Assemble the Facts 

Sixth. Now that all the facts are 
determined, assemble them and 
considering the job procedures and 
materials used, develop practical 
and definite recommendations for 


eliminating the physical or me- 
chanical hazards and the unsafe 
practices involved. 

Seventh. Do not fail to take 


action as soon as possible, either 
directly or through your superiors 
who must realize their responsi- 
bility to take action for you as soon 
as possible. 

It should be added that the fore- 
man, responsible for all those in his 
employ is, of course, responsible 
for investigation of their accidents. 
Investigations by the safety depart- 
ment are supplemental and an aid 
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PROTECT THEM! 


Athea Lotion is not just another hand 
cream or lotion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — just edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
emulsified with distilled water. 

Athea needs to be tried—arrange for 
a liberal sample now, just write to our 
laboratory on your letterhead — we'll 
give you complete proof and you may try 
Athea right in your plant. Write today. 
ATHEA Research and Processing LABORATORY 
344 North Water Street Milwaukee 2, Wis. 


Al HtA Protective 


LANOLIN 
HAND LOTION 








to the departmental and plant acci- 
dent prevention work. It would be 


| impractical to have a safety investi- 


gator cover all the minor and no- 
injury accidents in a plant, but good 
supervision requires that a given 
foreman be thoroughly acquainted 
with all such incidents occurring 
under his supervision. 


Provide Information 


The supervisor should provide 
the safety department as much in- 
formation as possible on these inci- 
dents for the benefit of the com- 
pany as a whole and should receive 
helpful suggestions and co-oper- 
ation, not criticism from the safety 
department in return. 


Discipline Last Resort 


The distasteful question arises of 
discipline. There are in my opinion 
very few excuses for discipline. 
Usually we demand discipline when 
we cannot cope with a problem of 
human relations. So let’s try to 
effect accident prevention with as 
many approaches and from as many 
different angles as there are differ- 
ent people. 


Investigate 


Find out why your employees 
or one employee doesn’t get in step, 
then approach them from their 


| angle before you resort to disci- 
| pline. And, too, be sure you are 


setting a wholehearted example in 
safe procedures and use of safety 
equipment yourself. 





See page 30 for 


latest literature available. 
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Hot Weather Hazards 


The heat is on and although it 
may have been welcome during the 
cold spell in January, now that it 
is here, we must face the problem 
that “HEAT” presents. 

Whenever we think of heat, two 
remedies come to mind—cooling the 
body, and supplying salt to replace 
that lost through perspiration. 

Although the human body is able 
to make certain functions variable 
to cope with limited changes in 
temperature, there is a limit to the 
extent to which these functions may 
offer protection. As a body exposed 
to extreme cold will freeze, so a 
body exposed to extreme heat will 
collapse. Continued exposure to a 
certain amount of high or low tem- 
perature causes the body to become 
accustomed to it without causing 
discomfort. 

The Eskimo, his body adjusted 
to the low temperatures of his nat- 
ural habitat, finds a mere zero tem- 
perature in the States so warm that 
he walks about in his shirt sleeves, 
while the natives pile on every coat 
they own—the steel worker, accus- 
tomed to heat, works his fiery ladles 
of molten metal while the visitor 
strives to shield himself from the 
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stinging rays of heat. 

Let us not minimize the hazard 
of heat in the placing of men. If 
men are placed on hot jobs to 
which they are not accustomed, 
provide all the necessary protection 
and some extra supervision to mike 
certain they are not overcome. 

In order to assist the bodies of 
workers to maintain a_ healthful 
equilibrium, practical protective 
measures and salt must be pro- 
vided. 


Salt Tablets and Clothing 

Shields to reflect the heat rays, 
fans or blowers to provide a circula- 
tion of cooling air, or proper pro- 
tective clothing should be adopted 
wherever they may be applied. 
Salt tablets in attractive dispensers 
mounted near drinking fountains 
should be made available to all 
persons. An educational program 
consisting of information concern- 
ing the value of salt in preventing 
heat exhaustion should be instituted 
so that everyone will know why and 
how to use salt tablets. 

Each department should be in- 
spected to determine what heat 
sources are present and the type of 
protective measure best suited 
should be recommended. 





35 






























HiNE PLAGE 
70 WORK/ 








Morale affects production, and washroom con- 
ditions affect morale. Yet the cost of maintain- 
ing healthfully clean washrooms is insignificant 
when you enjoy West Washroom Service. Your 
purchase of West service items entitles you to 
regular periodic washroom service by trained 


West Service Men. There is no additional charge. 
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, CLIP TO YOUR BUSINESS LETTERHEAD, PLEASE 


le 
DISINFECTING West Disinfecting Co., Dept. 08 


OU, —VtHtt/ 42-16 West St., L. I. City 1, N. ¥ 
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Please send us your booklet “West Washroom Service”. 


42-16 WEST STREET> LONG ISLAND CITY + N.Y. Si ers 
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Visual Performance 
Testing 


(Continued from page 23) 





work methods and work environ- 
ment. 


Professional Responsibility 
On the other hand, responsibility 
for seeking out those needing eye- 
care, diagnosing and prescribing for 
visual anomalies, fitting and serv- 
icing of corrective devices, are the 
responsibility of those groups pro- 
fessionally and technically qualified 
to render these services—ophthal- 
mologists, optometrists and oph- 
thalmic dispensers (opticians). 





Here the worker's vision is checked with 
the aid of American Optical Company's 
newly developed AO Sight-Screener. The 
device makes possible quick and accurate 
checking of seven important visual func- 
tions at distance and near. 


Under the new plan for improv- 
ing industrial safety and visual effi- 
ciency, American Optical Com- 
pany provides industry and mem- 
bers of the ophthalmic professions 
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with the advisory services of a 
group of industrial consultants, a 
newly developed sight-screening in- 
strument, service on corrective-pro- 
tective materials and safety goggles. 
In addition, it provides the neces- 
sary forms, manuals and records for 
putting the plan into operation. 


Sight-Sereener 

One of the important items in the 
plan is the AO  Sight-Screener 
which may be operated by a lay 
technician under the direction of 
an ophthalmologist or optometrist. 
The device makes possible quick 
and accurate checking of seven im- 
portant visual functions at distance 
and near. It is simple, sturdy, and 
easy to operate, and so designed 
that it may be used in one or sev- 
eral sub-stations, or may be easily 
carried about in the plant, as it 
weighs less than 25 pounds. 

Since in actual useful vision, the 
subject does not experience acuity, 
stereopsis, etc., as such, but sees an 
object as a whole, professional in- 
terpretation of the screening rec- 
ord is necessary in order to deter- 
mine whether the employee needs a 
complete eye examination or not. 

Because of this, the new instru- 
ment will be made available to in- 
dustry where the professional inter- 
pretation of the screening record is 
a responsibility of a legalized mem- 
ber of the medical or optometric 
professions. 

American Optical Company be- 
lieves that industrial management 
wants the responsibility for all 
phases of eyecare, including visual 
screening, placed squarely on those 
qualified legally and professionally 
to assume such responsibility—the 
ophthalmic professions. 
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Results Accomplished 

Summed up, the primary use of 
the AO Sight-Screener is in the 
conduct of a visual efficiency sur- 
vey for the purpose of raising em- 
ployees’ visual performance to the 
highest possible level. Effective ap- 
plication of the instrument accom 
plishes the following: 
rapidly and eco- 
nomically the visual status of em- 


1. Discloses 


ployees and 
those about to 
be hired. 

2. Provides 
for referral of 
visually —una- 
dapted em- 
ployees for 
standard eye 
examination 
and refraction. 

3. Develops 
a useful record 
of each em- 
ployee’s visual 
capabilities, 
based on the 
original AO 
Sight - Screener 
records or in- 
formation — se- 
cured from a 
subsequent ex- 
amination and 
refraction. 


Improve 
Safety and 
Production 
It has been 
estimated that 
better than 90 
per cent of in- 
dustry’s vision 
problem can be 
solved by the 
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simple procedure of bringing all 
employees’ vision up to its highest 
possible level through profe »ssional 
eye attention and care—certainly a 
cogent reason for establishing an 
industrial vision-checking program. 
Adoption of such a program will 
surely result in improved safety and 
production, not to mention em- 
ployee appreciation of true eye 
comfort and visual efficiency. 














The commonsense way to 


CLEAR AND PREVENT 
ATHLETE’S FOOT 


in Shower Rooms 
SAFE, NON-POISONOUS SKIN TOUGHENING 
TO COUNTERACT THE SOFTENING 
EFFECTS OF WEARING SHOES 


NEAT, CLEAN, 


ODORLESS, 
PLEASANT TO USE 


Ry 
IT MAKES THE FEET FEEL FINE 90,6 
x 







Recent research has upset former theories regarding the control 
of Athlete's Foot. ONOX is revolutionary. A safe, non-poisonous 
skin toughener does the work. You may test it under any condi- 
tions you choose to impose and without obligation. For example 


* ye will ship prepaid, your trial order for any amount 
of ONOX and equipment. Use it for 60 days. If at the 
end of that time ONOX bas not proved itself to your 
complete satisfaction you owe us nothing. 

We would like to send you the simple details of the ONOX 
method now used by hundreds of institutions—coast to coast. 


ONOX, INC., DEPT. H-4, 121 SECOND ST.,SAN FRANCISCO 5, CALIF. 


Important: Did you note the “Radical reversal of medical 

teaching” in TIME Magazine? A report besed on 10 years observa- 

tion by 91 U.S. Skin Specialists calls Foot Baths ‘Futile 

Potentially harmful. Onox on the other hand is a sate non 

poisonous skin toughener. IT STEPS UP RESISTANCE INSTEAD 

OF BREAKING IT COWN! Try the Onox way. You'll be surprised 
Copy of TIME article sent on request 
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The trend of litigation on workman’s health and accident 
compensation is reflected in these briefs on the latest and 

so most representative cases coming to trial in the intervals ie 
‘between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 





Activity in Employer’s Interest Con- 
stitutes Employment 
ARKER was employed as an ex- 
plosive operator by the Lone Star 
Defense Corporation which was en- 
gaged in the manufacture of muni- 
tions. 

















Parker drove his own car and trans- 
ported other employees to and from 
work daily. As the plant covered sev- 
eral square miles, he delivered the 
riders to the areas where they worked 
and similarly picked them up at the 
end of the shift. 

On the day Parker sustained fatal 
injuries, he reported for work at the 
usual time but did not clock in be- 
cause the safety guard employed told 
him that he must have safety heels 
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put on his shoes before going to work 
that day. In company with another 
employee who also had to meet this 
requirement, he drove to Texarkana, 
about 15 miles. Upon their return to 
the entrance gate of the employer's 
premises, Parker left the car and asked 
the guard for the time. 

It is inferred that at that time 
Parker intended to work for the re- 
mainder of the shift if sufficient time 
remained to justify it. Upon learning 
the time, instead of entering the prem- 
ises to work, he went into the guard 
house and remained about 25 minutes. 

He then entered the employer's 
premises and was driving toward the 
place where he was to pick up his 
riders when he was killed in a col- 
lision between his car and a train 
operated by the employer on its own 
premises in connection with the busi- 
ness. 

The question arose as to whether or 
not Parker was in the course of em- 
ployment while crossing the premises 
of his employer for the particular pur- 
pose of picking up employees. 

The Court concluded that in so do- 
ing, he was working in the interest 
of his employer; that in the absence 
of provisions made to transport em- 
ployees. Parker’s action was a further- 
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ance of the business of his employer 
and that it was incidental to his em- 
ployment and had a casual connection 
therewith. From the evidence further 
it appears that had there been suffi- 
cient time remaining during the course 
of the shift for Parker to work upon 
entering the premises, that it was his 
intention to do so. 

His death having occurred while in 
the course of employment, recovery 
was sustained. 

American Mutual Liability Insurance 
Co. vs. Parker 

Supreme Court of Texas 

January 23, 1946 

191 S. W. Rep. 2nd Series, Page 844 
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--- with Inland 
4-Way Floor Plate 


Any step by an employee that results in a slip 
or fall has its effect on your profit. The most 
important movementin your plant is—Produe- 
tion Steps! Steps that must be protected. 
Farsighted management looks to Inland 4-Way 
Floor Plate, relies on it to safeguard those Pro- 
duction Steps... it’s the sturdy, faithful guar- 
dian of the men who “man” the production line. 
Inland’s safety floor plate, with its four-way 
lug, provides a sure grip traction for foot and 
wheel on floors, walkways, ramps, platforms and 
steps —any plac e where accidents could occur 
Made of hot rolled steel, Inland 4-Way Floor 
Plate practically eliminates maintenance —it 
won't burn, warp, crack, splinter or absorb liq- 
uids and odors. Easily installed and the essence 
of economy—once placed, Inland 4-Way Floor 
Plate is there to stay! Write today for your copy 
of the Inland 4-Way Floor Plate catalogue! 
Inland Steel Company, 38 South Dearborn St., Chicago 3, 
lilinois. Sales Offices: Cincinnati, Detroit, Indianapolis, 
Kansas City, Milwaukee, New York, St. Louis, St. Paul. 


INLAND STEEL CO. 


OTHER PRODUCTS: BARS + STRUCTURALS + PLATES + SHEETS STRIP « 
TUM PLATE + PILING + REINFORCING BARS » RAILS - TRACK ACCESSORIES 
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Manager Killed, Motive Unknown, 
Death Claim Not Compensable 


ILES was employed as a mana- 

ger of a package goods store, for 

the sale of wine, liquor, beer and so 

forth. The locale was on the border of 

the city and is characterized as a 
“tough” section of that city. 

He was obliged among other duties 
to check and account for the receipts 
at the close of each business day and 
arrange for the safe keeping of the 
monies. 

On October 29, 1942, at about 
11:45 p.m., just when there was a 
change in the shift in policemen 
patrolling the beat on which the store 
is located, and while Giles was in the 
process of checking the receipts of 
the day, two undisguised men entered 
the store and immediately, without 
saying a word, began firing pistols at 
Giles. 

Giles died instantly. His assailants 
made no attempt at robbery. The re- 
ceipts and funds on Giles person were 
not taken. No part of the stock valued 
at between twenty and _ twenty-five 
thousand dollars was taken. 

Immediately after the shooting the 
assailants departed the premises and 
were heard to drive away in an auto- 
mobile. Their identity was not known 
nor have they as yet been appre- 
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Combines utmost protection 

and style. Exclusive patented 

features found in no other hat. 

Write for Free Sample ; 12. 15 

or Order Direct from us dz./ 
CHIC MAID HAT MFG. CO,, Inc. 


630 HIGH STREET 
BUFFALO 11, N.Y 
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DUPOR 
RESPIRATOR No. 4 


Ideal for dust or fumes! Has double 
filters, soft rubber face mask, sani- 
tary face cloth. Patented DUPOR 
check valve and exhalation valve 
guard against breathing stale air. 
Weight 4 oz. Sample sent $1.65 post- 
paid. 


H. S. COVER 


South Bend, Ind. 








hended. Did the accident arise out of 
and in the course of the employment 
so as to warrant an award by reason 
of the death of Giles? 





Court held that the evidence was 
insufficient to establish that the death 
of the store manager by unknown as- 
sailants for unknown reason, arose out 
of his employment on grounds that 
employment was a contributing cause 
without which killing would not have 
happened, nor on the ground that the 
character of the neighborhood as to 
violations of the criminal law therein 
exposed Giles to a greater risk or 
hazard because of the nature of his 
employment. 

The claim not having arisen out 
of employment was not Compensable. 

Giles et al vs. W. E. Beverage 
Corp. Supreme Court, New Jersey, 
July 18, 1945. 





Guaranteed Ps 


HAIR PROTECTION « 


for Women Workers i 










Hollywood Turbans 
are as. stylish as 
they are serviceable 
Adjustable, washable 
and available in a 
variety of appealing 
colors, they meet 
every requirement 
Complete head safety 
assured under all a 
hazardous conditions, O¢e women wear a Holly- 
Send for folder giv- wood Turban they are not 
satisfied with any other 
ing full details. headgear. Inexpensive too! 


HOLLYWOOD TURBANS 


Hollywood Turban Products Co., Dept. OH, 
319 W. Van Buren St., Chicago 7, Il. 
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Failure of Employer to Provide 
Guard Permits Increased 
Compensation 


TH CLAIMANT, Nielsen, was in- 

jured while employed in the ex- 
perimental department of the Vega 
Aircraft. He was assigned to work 
on testing airplane engine radiators 
for leaks and was instructed by the 
supervisor as to the method of testing 
and the use of the apparatus fur- 
nished for such work. 

The method was as follows: to one 
of the openings of the radiators was 
attached a duct at the end of which 
was a rubber hose. A disc of plywood 
%” thick and about 6” in diameter, 
with a bolt in the center, was inserted 





























in the hose as a plug. A metal band 
was clamped around the neck of the 
hose to keep the plug in place. To 
the other opening of the radiator was 
attached a duct through which air 
was forced into the radiator under a 
pressure of 15 to 21 pounds per 
square inch. 

This work had been in progress 
about two weeks. During this period, 
the plug had blown out several times 
with such force that it travelled 30 
to 60 feet upwards and 75 to 100 
feet horizontally. No one was hit by 
the plug on these occasions. After the 
first blowout the plug was beveled 
down, according to the chief safety 
engineer, to make the metal clamps 
hold the plug more securely. 

After the plug blew out again, 
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safety wire was fastened around the 
bolt of the plug and onto the adjust- 
ing bolts of the clamp. 

At the time Nielsen was assigned 
to the work, he was instructed to 
wrap safety wire around the plug bolt 
and clamps and informed that the 
plug had previously broken the wire 
when it blew out. 

On January 10, while Nielsen was 
working on the radiator, the plug 
blew out, broke the wire, and struck \ 
Nielsen in the face. As a result of the 
injuries sustained his right eye was 
later enucleated. 

The question is whether the facts 
disclose a serious and willful mis- 


BONED rn ACTION 


EDMONT Neoprene-Coated work 
gloves are made on carefully formed molds 
that shape them to the hand -- no breaking in 
-- they're comfortable from the start. Add the 
soft napped feel of their fabric lining, the ease 
with which they can be put on and taken off 
and you see why EDMONTS are the favorite 
work gloves in leading industries from coast to 
coast. 


ASK YOUR DEALER 


514 Orange St. 


COSHOCTON, OHIO 
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RESPIRATOR 


Twin, compact factory-loaded 
metal cartridges assure lower 
breathing resistance, offer more 
service life than any others of 
equal size. New cushion face- 
piece has no pressure points; 
self-adjusting, it provides per- 
fect face seal; made of oil-re- 
sistant neoprene. Double head- 
bands for balanced 
support. Write for 
complete facts—ask 
for Bulletin CR-15! 





MINE SAFETY APPLIANCES CO. 
Braddock, Thomas and Meade Streets « Pittsburgh 8, Pa 


District Representatives in Principal Cities 


in Canada: Mine Safety Appliances Co., of Canada, Ltd 
Toronto, Montreal, Vancouver, Calgary, New Glasgow, N. S. 
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conduct on the part of the super- 
visory employee of the Company so 
as to compel increased compensation. 

The failure to provide proper wir- 
ing creates a hazardous condition and 
injury to claimant could have been 
avoided if proper precautions had 
been used by the supervisor in charge. 

The evidence sustained that noth- 
ing was done to guard against such 
danger and that employer's conduct 
under the circumstances was willful 
and serious misconduct and was the 
approximate cause of the injury. 
Claim allowed. 


SHORT-CUT TO 
SAFETY- 


JUSTRITE 






No. 17-S. 


No. 17-S 


Fits in palm of hand, stands on base 
or fastens to belt with clip. Strongly 
molded plastic case guaranteed 
against breakage. 1800 candlepower 
from 3 cells. For larger spread beam, 
can be used with the new Justrite 
Honeycomb lens—throws a circle of 
clear even light 3 ft. in diameter at 
8-ft. distance. No dark rings, no dis- 
tortions. Model No. 17-S is approved 
by Underwriters’ Laboratories, Inc., 


and U. S. Bureau of Mines. 


Immediate delivery! Ask your supply 
company about Justrite. 


JUSTRITE MANUFACTURING COMPANY 
2063 N. Southport Ave., Dept. C-3, Chicago 14, Ill. 
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Cut work hazards to 
a minimum by provid- 
ing the best in safety 
equipment! — and the 
“best”? in flashlights 
is this Justrite Serv- 
ice Flashlight Model 
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have to include in addition the time 
lost from production by supervisors 
and fellow workers because of these 
injuries. 

“The 1945 injury count indicates 
that about 16,000 workers were 
killed at their jobs, and that an- 
other 84,500 were permanently 
impaired. Of these, 1,800 were esti- 
mated to be so seriously injured as 
to be unfit for any future industrial 
employment. The main bulk of the 
1945 injuries, as is always the case, 
consisted of temporary disabilities. 
There were about 1,900,000 of 
these injuries. 


Manufacturing Shows 
Decrease 

“The most notable decrease in 
the number of work injuries was 
experienced by the manufacturing 
group. With about 200,000 fewer 
injuries than in 1944, the decrease 
amounted to 27 per cent, only 
partly due to the employment de- 
cline of about 12 per cent. But 
even with this decrease, the manu- 
facturing group still outranked 
every other major industry group, 
with a total of nearly 575,000 dis- 
abling injuries. In mining and 
quarrying, and the large group of 
services, government, and miscel- 
laneous non-manufacturing indus- 
tries, injuries decreased by 10 per 
cent. For agriculture, the decrease 
is estimated at about 2 per cent. 

“Other major industry groups, 
however, showed increases. Greater 
activity in construction led to a 12 
per cent increase in injuries. Public 
utilities, wholesale and retail trade, 
railroad, and the miscellaneous 
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What Do These Figures Mean to You 


(Continued from page 26) 


transportation industries increased 
by smaller amounts. In the total for 
all industry, however, these in- 
creases were more than offset by 
the reductions in manufacturing. 

“As it has been demonstrated 
that nearly all work injuries are 
preventable, these injuries and the 
economic losses and human suffer- 
ing they entail are inexcusable. 
They must be reduced. 








SAFETY 
PARTS LIFTER 


A production tooi for lifting, feed- 
ing and positioning sheets in stamping 
machines and die-presses, without in- 
serting the hands or fingers within the 
danger zone. 

For rapidly transferring metal blanks 
from piles or stacks . . . many other 
uses on all non-porous materials, flat or 
curved surface. 


SAVES FINGERS 
SPEEDS WORK 


WRITE FOR NEW 
BULLETIN H-66 
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INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET - 








PHILADELPHIA 33, PA. 








C.1.0. Suggests Consider- 
ation of State Codes 


N ORDER to have first hand in- 
formation on the proposed re- 

visions in the Ohio State Safety 
Codes, the Cleveland Industrial 
Safety Association invited Jacob 
Clayman, Legal Counsel for the 
Ohio C.I.O. Council, to address the 
Association. 

Stating that the C.1.O. Council 
feels that the present Codes are 
inadequate, Mr. Clayman revealed 
that most of the basic Codes were 
written 23 years ago, and the re- 
maining Codes 15 years ago. With 
the changes in industrial processes 
and methods which have been de- 
veloped since the Codes were writ- 
ten, the Council proposes that new 
Codes be drafted to fit present day 
conditions. 

The C.I.O. Council did not feel 
that they had men capable of de- 
veloping specific recommendations, 
but recommended that experts be 
assigned to this job, according to 
Mr. Clayman. 

Citing cases in which the rules 
of departments could not be classed 
as laws, and of general rules which 
had no force in the influence of 
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decisions pertaining to depart- 
ments, Mr. Clayman suggested that 
clear, explicit rules be drafted to 
cover specific machines, operations, 
and processes, and that these rules 
be kept up to date to meet the ever- 
changing demands of industry. 


Progressive Thinking 

Here is evidence of progressive 
thinking on the part of labor and 
represeniatives of management. 
With the common interest of the 
“worker,” the modernization of 
safety regulations has been given 
impetus through newer understand- 
ing of intentions. This type of ac- 
tivity may well be an example 
which can be re-enacted between 
safety and labor organizations 
throughout the states. 


Emergency Stop Cords 


]. Hamilton, Foreman of Mills 
and Calenders, Goodyear Fire & 
Rubber Co., Akron, Ohio, strongly 
recommends dyeing all Safety pull 
cords for emergency stopping of 
machines, a bright red color. 
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The control of dust, smoke, soot, bacteria, pollen, 
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mold spores—in fact any airborne particles down 
to 1/100,000 of an inch in diameter—is made pos- 


sible by AAF Electronic Precipitaton. 


Electro-Matic 


Three completely different types of Electronic Fil- 
ters are available to meet every industrial or com- 
mercial air cleaning problem. The interesting story 
behind the development of these filters, which are 
the result of 10 years of research, is told in the 


booklet shown here. Send for your copy today. 


AMERICAN AIR FILTER CO., INC. 


Incorporated 
366 Central Ave., Louisville 8, Ky. In Canada: Darling Bros., Ltd., Montreal 


uw 
Electro-Airmat 


\AAL <24%5.2 PRECIPITATORS 
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How to Handle Caustic Soda 
(Continued from page 29) 


gies we mention that temperature 
is a factor and that time of contact 
is a factor. Hot solutions and mol- 
ten caustic are bad actors. Caustic 
in any form contacting the body 
should be removed by washing 
with copious quantities of water 
immediately. 

It would seem a little far fetched 
to refer to caustic as a “deadly 
poison.” We do not think of molten 
metal, steam or boiling water as 
poisons, yet they represent safety 
hazards and contact with, or inges- 
tion of any of them would be at- 
tended by serious consequences. 
Getting caustic soda in the eyes 
certainly is to be avoided. 

Therefore in handling caustic 
soda the matters of protective 


clothing and goggles are very im- 
portant. 

Regardless of our mental reserva- 
tions as to whether or not caustic 
soda is properly called a poison, 
federal statutes, justifiably, require 
the poison label on containing 
packages of this material. 
Precautionary Measures 
Important 

“A danger recognized is a danger 
avoided.” It is a worthy commen- 
tary that in the plants where caus- 
tic soda is made, the incidence of 
lost time injuries from caustic 
burns is low. This fortunate condi- 
tion is largely attributable to reli- 
able personnel trained in the 
observance of precautionary meas- 
ures. 











Why M URINE. a Buffered Isotonic Collyrium, 


is important in Industrial Hygiene 


® Solutions that would be entirely harmless 
to the skin surfaces may injure the eye se- 
verely, due to osmotic pressure changes with- 
in the membrane cells. Pure water or hypo- 
tonic solutions used in the eye favor develop- 
ment of edema or swelling, while solutions of 
a higher salt concentration than the tears 
may cause a shrinkage or loss of water from 
the membrane cells. 

It is important, therefore, that any aqueous 
solution used for cleansing or washing the eye 
be very close to the same osmotic pressure or 
be in isotonicity with the tears which nor- 
mally bathe the eye. The osmotic pressure of 
the tears is normally much higher than that 
of the blood, corresponding to about 1.4% 
solution of salt. Murine has been adjusted to 
this range of osmotic pressure. 


Normally, the tears are slightly alkaline, 
having a pH of approximately 8.0. M arked 
changes from this hydrogen ion content may 
also cause irritation. Murine has, therefore, 
been buffered to this pH range. 


Murine is indicated for regular use in indus- 
trial plants where strong light, dust, or me- 
tallic particles are prevalent. In cases of in- 
jury to the eyes, Murine is an effective first- 
aid preliminary to medical inspection and 
treatment. 


MURINE CONTAINS Potassium Bicar- 
bonate, Potassium Borate, C. P. Boric Acid, 
Berberine Hydrochloride, Glycerin, Hydras- 
tin Hydrochloride, ‘Merthiolate’ (Sodium 
Ethyl, Mercuri Thiosalicylate, Lilly) .001% 
combined with Sterilized Water. 


THE MURINE CO., INC. 


CHICAGO l1, 


ILLINOIS, U.S.A. 
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Ot these precautionary measures 
the most important one is that of 
protecting the eyes by wearing 
goggles of suitable design. Protec- 
tive clothing is of next importance. 
Then come the antidotes. 

Of the clothing materials, cotton 
and rubber are most resistant to 
the action of caustic soda. As a 
compromise on account of availa- 
bility, a felt hat may be worn but 
it should have a broad brim to 
afford protection to the back of the 
neck. In the presence of caustic 


mist or dust a face mask should be 


worn. 

The collar of the shirt should 
have a snug fit and be kept but- 
toned. The sleeves should be worn 
on the outside of glove gauntlets. 
Likewise, and for the same reason, 
the trouser legs should be worn on 
the outside of the shoes. 


Antidotes to Provide 

The first aid kit containing the 
antidotes should include an eye cup 
suitable for applying the eye wash. 
Body washes for caustic burns are 
used with success, such as a 5% 
solution of Ammonium Chloride or 
Zine Chloride. 

Each of these has the advantage 
that excess dosage is harmless. The 
use of acid is not advised because 
of the heat of neutralization and 
the irritating effect of the residual 
acid. In case of caustic burn the 
first remedy is the copious applica- 
tion of cool water. The source of 
supply, preferably an emergency 
shower, should be provided at an 
accessible location. 


Tank Cars 
Users of liquid caustic are al- 
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Ir You Hap 


Money 


better non-slip 


MELFLEX 


obtain 
products than 
manufactures at any price. The finest 


You can’t 
safety 


workmanship, materials and design 
goes into our safety standing mats, 
safety step treads and synthetic run- 
ner material. Our name is your guar- 
antee of highest quality. Whatever 
you need in the way of a non-slip 
surface for office or shop, we have 
it. 
Write for information. 
ALL MELFLEX Safety Products are sold for 

direct plant purchase—direct to the buyer 


ELFLEX 


PRODUCTS CO 


L. E WARFORD, Pre 


415 Wheeier Lane, Akron 8,0 








ways instructed by the shippers as 
to the safe unloading of the tank 
cars. The details concerning the 
mechanical features of the tank car 
and precautions to be observed in 
the various methods of transferring 
the liquor from the tank car to the 
customer’s storage tank are beyond 
the scope of this article. 

The recommended practice is 
well set forth in the Manual Sheet 
TC-3 to be had from Occupational 
Hazards. 
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>r DOWN 
OPERATING COSTS WITH 


HOFFMAN 


VACUUM EQUIPMENT 


YOU'LL FIND IT VALUABLE AND PROFITABLE 


Directly and indirectly dust, chips and 
waste increases operating costs. 
Hoffman heavy duty portable or stationary 

vacuum sweeping and cleaning 
systems can assist you in cutting operating 
losses and obtaining improved results. 
In addition, cleaning by vacuum will greatly benefit 
plant working conditions. Many plants are eliminat- 


ing dust hazards with Hoffman vacuum systems. May 
we be of service to you, too? 


TODAY... SEND FOR LITERATURE 
U.S. HOFFMAN 


MACHINERY CORPOBATION 
AIR APPLIANCE DIVISION 
98 EAST 12TH STREET, NEW YORK 3,N.Y. 


Care in Handling Acid 
Carboys Important Factor 
Accident Reveals 


When the bottom dropped out 
of a carboy box containing a carboy 
of sulfuric acid, as it was being 
lifted in a fork truck by the carry- 
ing cleats, about 175 pounds of 
concentrated sulfuric acid spilled 
in the aisle. A passing female em- 
ployee fell into the pool of acid 
and received severe burns and a 
male employee, who picked her 
up and immersed her in a nearby 
tank of water, was severely burned 
on the arms. 

The following precautions sug- 
gest means of preventing such an 
occurrance in your plant: 

1. Avoid stacking full carboys. 
Carboys kept on or near the floor 
are not as subject to breakage as 
those piled in tiers. 

2. Always store carboys under 
shelter as exposure to the weahter 
accelerates deterioration of contain- 
ers. 

3. Use a carboy truck which 
lifts under the carrying cleats and 
does not raise the bottom of the 
carboy more than 3 or 4 inches 
off the floor. 

4. Carefully inspect all carboys 
on receipt and have damaged ones 
set aside for special handling. 

5. Empty and drain damaged 
containers and make repairs suffi- 
cient to make them safe for ship- 
ment to the owner. Call attention 
of the owner to such defects by a 
noticeable tag. 

6. Provide and require the wear- 
ing of protective clothing—boots, 
aprons, gloves, goggles, face shields 
—by employees handling carboys. 
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Courtesy Leeds & Northrup Oo. 


This is the right way 
to wear a safety cap. 
Make certain that all 
hair is tucked under- 
neath the cap. 


This is the wrong way 
to wear a safety cap. 
Hair exposed like this 


can get caught in ro- 


tating machinery. 
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Mense Announces 
Retirement 
C M. MENSE, President and 
General Manager, has an- 
nounced his retirement from the 
active direction of the Lehigh Safe- 
ty Shoe Company, Allentown, 
Pennsylvania, effective June 1. He 
will continue in an advisory capac- 
ity with the Company. 


r 





Assuming the Presidency of the 
Lehigh Safety Shoe Company in 
1931, Mr. Mense has been the 
sponsor of many of the basic im- 
provements in safety shoe design, 
construction, and merchandising. 
Under his leadership, safety shoes 
emerged from a service item to a 
strong, substantial division of the 
protective clothing field. 

During the War-time years, Mr. 
Mense was a member of the Safety 
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Shoe Advisory Committee to the 
War Production Board. He also 
served the committee for the de- 
velopment of War standards in 


connection with the American 
Standards Association. A former 
chairman, he is now a director of 
the Meat and Leather Section of 
the National Safety Council. At 
the present time, he is a sponsor 
and director of the Latin American 
Safety Council. 
Griswold Takes Over 

Frank B. Griswold will replace 
Mr. Mense as General Manager 
of the Company. Mr. Griswold en- 
tered the organization in the Sales 
Department and has been trained 
through the Merchandising and 
Administrative Departments. Fol- 
lowing War-time service in the 
United States Army, he returned to 
the Company as Merchandise and 
Sales Manager. 


—_— 


Quesnel Special Agent 


Edgar G. Quesnel, Director of 
Safety of the Borden Company, has 
been appointed special agent for 
the United States Department of 
Labor. He will serve as a member 
of the Advisory Committee on 
Safety and Health, Division of La- 
bor Standards. In addition to his 
work at Borden’s, he will assist the 
Department of Labor in its ap- 
praisal of national safety and health 
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problems and _ provide 
service to state and local agencies 
and industry on accident preven- 
tion. 


<i 
~<o 





Acme Gas Mask Division 
Sold 


The Acme Protection Equipment 
Company of Pittsburgh, Pa., has 
announced the sale of its interests 
in the Acme Gas Mask to a partner- 
ship headed by G. M. Glidden, 
formerly district manager of the 
E. D. Bullard Co. 





Mr. Glidden, who will supervise 
production and sales as general 
manager, has transferred operation 
of the gas mask division from Pitts- 
burgh to new quarters at 3035 W. 
Lake St., Chicago, Illinois. 

Glid leaves Bullard’s services 
with a fine sixteen year record in 
safety work and approaches his 
new enterprise with sound qualifi- 
cations. U. S. Bureau of Mines 
training in first aid and mine rescue 
courses, along with Man Tests con- 
ducted in USBM gas chambers will 
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KEEP 
WORKERS 
INFORMED WITH 


DAV-SON 
BULLETIN 








EACH BOARD A CENTRAL 
NEWS HEADQUARTERS 


Get one board for each plant sector. 
Convey news, letters, bulletins -QUICK- 
LY - to ALL employees. Hang safety and 
morale posters ... news of contests, ben- 
efits, social doings. Boards built to“take 
it”. Sturdy walnut finished frames. 
REAL CORK POSTING SURFACE 
over 3-ply veneer. Finished hardware and 
locks. Quality at low cost. 


¢ SINGLE OR DOUBLE UNITS 
* GLASS DOORS OR PLAIN 
* STOCK OR SPECIAL SIZES 














ac. DAVENPORT: SON 
311 N. DESPLAINES ST. 
_ CHICAGO 6, ILLINOIS 


SEND FOR CIRCULAR 











prove especially helpful. 
To assure continuous production, 
a portion of Acme’s key personnel 
has been transferred from Pitts- 
burgh to Chicago. 
—— 


Stepan Chemical 
Appoints Hiler 

The Stepan Chemical Company 
announces the recent appointment 
of Malvern J. Hiler as’ Director of 
Research and Chemical Develop- 
ment. Stepan Chemical Company 
are manufacturers of sulfonated oils 
and chemical specialties principally 
for the dermatological fields. 

Mr. Hiler comes to Stepan 
Chemical Company after being 
with Sharples Chemicals Inc. in 
their Research Laboratories and 
more recently District Manager of 
their Chicago Office during the past 


Giza SUPER LENS 


FOR ARC WELDING 
TYPE No. IXE SIZE 2x4% 
SHADE No. 10 coe Hes IXé 
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EASTERN pope bo 


Filter Lens—for 
helmets and shields. ' 


@ Snending more for lenses than you 
need to is like throwing money away. 
Save it, by ordering Amcoweld Protec- 
tive Lenses that are not only reasonable 
in cost but also “tops’’ in quality and 





five years. 

His work at Stepan Chemical 
Company will involve primarily the 
organization and development of 





that company’s chemical products 


into newer applications following 
up the use of their sulfonated oil 
skin cleanser—pH6. 








Cover Lens—for 
cup type goggles. 


much for lenses? 


service life. All shades—all types (fat, 
clear and coated) for welders helmets, 
hand shields, goggles and spectacles. 
Prompt delivery. Write for fully descrip- 


tive literature and prices. 


EASTERN EQUIPMENT COMPANY, Inc. 


Industrial Safety Division « 


Willow Grove, Penna. 


MANUFACTURERS OF AMCOWELD PRODUCTS 
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Cain at Goodrich 

Thomas J. Cain, Jr., has been 
appointed director of safety for all 
Akron, Ohio plants of The B. F. 
Goodrich Company, it was an- 
nounced by T. G. Graham, vice- 
president. Cain will head an ex- 
panded safety program, as part of 
the Industrial Relations Department 
of which D. D. Reichow is manager. 
Walter L. Schneider, safety engi- 
neer, will continue in that post and 
handle technical phases. 





Cain served nearly three years as 
field representative of the Indus- 
trial Safety and Health section of 
the U. S. Department of Labor for 
Ohio, Michigan, Kentucky and Vir- 
ginia with headquarters in Cleve- 
land. He had previously been safety 
supervisor of the Cleveland Graph- 
ite Bronze Company in Cleveland. 

an 


M. A. Heidt Elected 
Vice-President 


The election of Marvin A. Heidt 
as vice-president in charge of In- 


JunE, 1946 














Dy, 
& & , 


GARDWELL OIL-CHEM COAT 






















GARDWELL OIL-CHEM COAT is the 
newest article of Oil-Chem Clothing. Other 
items are Aprons and Sleeves. 


The special plastic from which GARD- 
WELL OIL-CHEM CLOTHING is made 
is resistant to oils, grease, acids and water 
Their feather weight makes these items 
comfortable to wear. They are extremely 
durable and long wearing. All garments 
sewn with acid and oil resistant thread. 


~ 
sl gy Write for complete infor- 
g % mation about these items 
©, 3) 3 and our line of safety cloth- 
“ny we ing and equipment. 
~ 


Safely CLOTHING wc EQUIPMENT Co 


‘ 








dustrial Relations of Bendix Avia- 
tion Corporation was announced by 
Ernest R. Breech, president. 

Mr. Heidt, who is a resident of 
South Bend, Indiana, joined the 
Bendix organization on May Il, 
1939, as Director of Industrial Re- 
lations. He was born in Detroit and 
served in the United States Navy 
during World War I. 

After spending eight years with 
the Dodge Brothers corporation 
in personnel and sales work, Heidt 
specialized in employment and in- 
dustrial relations work with the 
Budd Wheel company and the E. 
G. Budd Manufacturing company, 
Detroit, with which he was con- 
nected from 1926 until he joined 
Bendix. He was for many years 
Director of Industrial Relations for 
the Budd companies. 





Are You Going to Hire a 
Nurse? 

Qualifications to guide you in 
the employment of plant nurses 
have been prepared by the Ameri- 
can Association of Industrial 
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The authentic “American Standards Ass’n” approved 


STANDARD CRANE and DERRICK 


STONEHOUSE SIGNS, INC. 


838 LARIMER STREET * OENVER, COLORADO 


Nurses, and are recommended by 
the Committee on Healthful Work- 
ing Conditions of the National As- 
sociation of Manufacturers. 

Included are desirable personal, 
professional and experience quali- 
fications. Further information may 
be obtained from the American 
Association of Industrial Nurses, 
Inc., 299 Madison Avenue, New 
York City. 


ep 


Catching Colds Before 
They Catch Employees 

One hundred employees of the 
Elevator & Air Conditioning Divi- 
sions of the Westinghouse Electric 
Corporation at Jersey City, N.]., 
are participating in a cold preven- 
tion campaign under the direction 
of Dr. J. R. Rossi, head of the medi- 
cal department. 

The program, made available to 
all employees prior to the “cold 
season, utilizes the oral vaccine 
method. Two products are being 
used to determine the effectiveness 
of the cold prevention method in 
industry. 













SIGNALS B30.2—1943 


now available. Sign produced by us in sizes 10” x 14” 
and 14” x 20”, in aceordance with American Standards 
Safety Code. Write for illustration of sign. 


Stonehouse Catalog No. 8 
free on request 
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y The cold prevention program ( l) 2 ) Ay 
‘- was first launched two years ago 
3- to cut down war-time absenteeism. 
This year the program was made MINIATURE RESPIRATOR ° 
l, available to all employees by the Fits different shaped noses. 9 sa. 
. A ¢ / inch filtration area. Weighs less 
i- Industrial Relations department than 1 oz. Comfortable, 
yy which provided the serum and The DUPOR may be worn with 
in urged participation in the cold pre- scure the. vision, Mnabiee wearer 
> : to eat, sleep, talk and smoke 
S, vention drive. naturally. It’s the biggest value in a little respirator ! 
on the market today. Affords protection at all times. 
w $4200 Sample, postpaid | 
a PRICE DOZEN fer $1.00 i 
GENERAL SCIENTIFIC EQUIPMENT Co. 
: 27th & Huntingdon St., Philadelphia 32. Pa. 
Noggin Protectors! COMPLETE aeliee proncocbaclete 
Office windows that swung out 
into the hall where employees walk 
ne could raise quite a lump on the 
yi- head of an unsuspecting person 
‘ic who collided with the sharp metal 
framework. MINOR BURNS 
on WITHIN 15 
Hi- MINUTES 
to 
Id 
ine 
ng 
ess 
in 





The element of time is of first importance in 
the successful treatmext of burns. If a burn is 
treated within 15 minutes after it occurs, the 
probability of blister formation is reduced to a 
minimum. But if time is wasted before proper 
treatment is started, serious complications and 
infection may follow. 





When using Gebauer’s TANNIC SPRAY in the 
treatment of burns, the factors involving time- 





ng loss are eliminated. This preparation isa stable 
be A } Dobbs Ferry ] ; solution of tannic acid ready for immediate use. 
At the Dobbs Ferry P ant of Packaged in a sturdy amber bottle having an 

North American Philips Company automatic dispensing cap, which permits the 

14” such accidents are avoided thr j projection of the solution in the form of a fine 
rds such accidents are avoided t rough jet stream. Upon application the solvent evapo- 


use of a bright red marker which rates rapidly, covering the burn with an evenly 
dangles well within the victim’s applied, dry and flexible film of tannic acid 


‘ F eVisi arkere are . Gebauer’s TANNIC SPRAY is a practical frst 
—— of vision. Markers are of first-aid treatment for first, second, and small 
wood and are susupended by area third degree burns. Write for literature. 


means of stranded picture wire or THE GEBAUER CHEMICAL CO. 
heavy cord. 9410 St. Catherine Ave. + Cleveland 4, Ohio 
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Life Begins at 4:30 


While the principle aim of in- 
dustry is production, the last few 
years have shown that a produc- 
tive employee must be satisfied 
with his work, working conditions, 
and must be in the best possible 
health and frame of mind. 

The answer to this latter demand 
was found in after-hour recreation- 
al programs which vary from the 
plant sponsored baseball or basket- 
ball team tothe furnishing of boat- 
ing, bowling, equestrian, dancing, 
theatrical, or vacational facilities. 

Wherever possible, _arrange- 
ments were made for all employees 
to engage in some form of em- 
ployer sponsored activities and for 
the participation of the em- 
ployees’ families. 


Exginccted SRFETY 


Never Relaxes ! 


The benefits derived from better 
employee health, good-will, and 
employee relationship, have been 
proven and acknowledged time and 
again by plants taking advantage 
of this phase of building a better 
America. 

To these valuable employees, 
recreation means a method for re- 
laxing tired muscles and minds 
through the psychological and 
physiological aspects of guided ac- 
tivities. 

A physically and mentally well 
employee is bound to be a safer 
employee in the plant than one 
who is not. Recreation is a large 
factor in personnel maintenance. 
Efforts expended in this direction 
will show profit on the production 
line. 














To expect thousands of accident-free press operations daily without 
providing safety precautions is to invite danger. For operators 














can't hold such a pace without relaxing . . . and tragedy lurks in 
every relaxed moment. 
The solution, of course, is ENGINEERED SAFETY . . . safety that 


is actually built in that can never ‘relax’ . never ''forget!"' 
That's how Junkin Safety Guards work. They're not merely ‘'re- 
minders.'' They're built-in to actually make safety a part of its 
operation. If you would like 
the facts about Junkin 
Safety Guards, write us. 
There's no obligation. 






FOR 
THIS 
NEW 
CATALOG 









Junkin Safety, Appliance 
Co., Inc. 
936 W. Hill Street, 
Louisville, Ky. 







JUNKIN saree 
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Colleges Carry Course for 
Safety Engineers 
pote leading engineering col- 
leges have been selected by the 
National Safety Council to develop 
programs for the training of in- 
dustrial safety engineers. They are 
the Illinois Institute of Technology, 
Georgia School of Technology, the 
Engineering College of the Univer- 
sity of California and the College of 
Engineering at New York Univer- 
sity. 

Each of these .institutions repre- 
sents an important geographical 
section of the nation and, to a con- 
siderable degree, varying industrial 
interests. Operating on a grant from 
the National Safety Council, the 
four institutions will be responsible 
for the administration of a program 





suited to the industrial needs of 
the region it serves. 
Suggested development 

It is proposed that the work at 
each institution be developed along 
the following lines: 
1. Integrate safety into all regular 





engineering courses where ap- 
plicable. 

It is deemed unwise to intro- 
duce separate courses in “Safety 
Engineering” in the undergradu- 
ate curriculum since the under- 
graduate with no experience in 
industry would consider the sub- 
ject of minor importance to the 
more mathematical engineering 











found wanting. 


smoking programs. 
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It will pay 


* Design patent applied for 


1710 Main St. 





A DISCARDED PAINT BUCKET 
IS NOT THE ANSWER! 


More and more industry is com- 
ing to realize that the smoking 
problem in plants is a problem 
worthy of a practical solution. 
The old ''Bucket in the corner'’ 
compromise has been tried and 


There is an effective answer to the problem, 
however, which encourages GOOD HOUSEKEEPING 
and SAFETY. The answer is the new SIPCO SAFE 
SMOKER*, designed especially for industrial use. 
It is so reasonably priced that, although brand 
new on the market, many industries have already 


adopted it for the leading role in their plant 


you to investigate the new SIPCO 
SAFE SMOKER! Write today for illustrated folder! 


STANDARD INDUSTRIAL PRODUCTS CO. 


Peoria, Ill. 
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A lot more th 


STANZOILS 


with new non-slip 
finish for faster 
easier work! 


Get more than safe- 
ty for valuable work- 
ing hands when you 
buy gloves for use in 


. Reorganize and 


subjects. The object is to make 
the embryo engineer “uncon- 
sciously safety conscious” and 
to expect good safety practices 
as a matter of course. 

re-equip all 
laboratories and shops so as to 
incorporate true safety practice 
as a proper example to all stu- 
dents. 


. Develop in co-operation with 


an Hand Safety 


oils, acids and other 


harmful materials. Neoprene Stanzoils now offer you 
a revolutionary new non-slip finish that holds wet 
slippery objects as firmly as dry, giving wearers assur- 







industry in the several areas a 
program of safety engineering on 
the graduate level for engineer- 
ing graduates who have been 
out in industry and have become 
active and interested in safety 
work. 


. Endeavor to enhance the stand- 


ing and reputation of the pro- 
fession of safety engineering not 
only by limiting such graduate 
, professional train- 
ing to those who 
first qualify as en- 
gineers but also to 
attempt, by what- 
ever means pos- 
sible in the several 
areas, to increase 
the professional 
stature of those 
men who by virtue 
of long experience 
and practice in the 
field are justified 
in now using the 
title safety engi- 


neer. 
Such educa- 
tional procedure 


should serve to 
raise the level of 
the safety engi- 
neering profes- 


ance and speed, making work easier, safer. Besides, sion. 
Stanzoils cost less per hour of use, last 3 to 7 times 


longer. Write for the full story of more-for-your 


money Stanzoils — it pays to do it now. 


STANZOI| 
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ad 4°) New York 


OVER 25 YeARS OF QUALITY GLOVE 


Synthetic Rubber Division 


THE PIONEER RUBBER COMPANY 


258 Tiffin Rd., Willard, Ohio, U.S.A. 
Los Angeles 





Buy U.S. 
Victory 
Bonds 
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— For additional information on the products appearing on this and the 


following pages, mark the key number of the item on the card bound into 
this issue. Drop the card in the mail—no postage is required. — 


SAFETY GLOVE—A new safety 
glove made from high-grade chrome- 
tanned cowhide is announced by the 
American Optical Company, South- 
bridge, Massachusetts. Ideal for weld- 
ing, the new glove can also be worn 
for hand protection in other heavy- 
duty operations. , 


Principal feature of this glove is its 
one-piece back construction. Because 
of this, there are no seams on the back 
of the glove to catch sparks or molten 
metal. The Gunn style of manufacture 
reduces the number of seams to an 
absolute minimum. To give added 
strength and protection, all vulnerable 
seams are welted, and the glove is care- 
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fully designed and expertly made to 
give long hard wear on the toughest 
jobs. NP 18 
———< 

DUCT CALCULATOR—A “Hydro- 
Whirl” slide duct calculator for de- 
termining required duct diameter, 
estimating friction loss, or converting 
duct diameter to rectangular dimen- 
sions has been made available by the 
Peters-Dalton, Inc., Detroit, Mich. 

Of slide-rule type, the calculator is 
a valuable aid for determining re- 
quirements for dust collecting or ven- 
tilating equipment. 

Qualified persons may have one of 
these devices at no charge. Send your 
request to this editor. NP 19 


—_—_—<>____ 


DUST COLLECTOR WITH HIGH 
PORTABILITY FEATURE—Excep- 
tional portability for a completely 
self-contained dust collector, which 
requires no installation other than 
the mere placing of the unit in posi- 
tion on the bench and plugging into 
the lighting circuit, is a feature of the 
newest addition to its line of in- 
dustrial dust collectors by AGET- 
DETROIT COMPANY, Ann Arbor, 
Michigan. 

Though designed primarily for 
bench-type dry grinding of a precision 
nature, the dust collector has, due to 
its design, a wider range of uses. 
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Buffing, polishing, and similar work 
which produces great amounts of long 
stringy material, lint, bristles, etc., 
can be easily handled, it is claimed, 
because the unit is equipped with a 
self-clearing paddle wheel fan. 

A removable pan in the grinding 
wheel hood allows sludge from wet 
grinding operations to be emptied 
separately, thus keeping it out of the 
collector. 





Two stages of air cleaning are in- 
corporated in the Model 421: the first 
stage, claimed to remove all of the 
heavier dust and dirt as well as lint, 
bristles, etc., is by means of the cy- 
clone separator. The second stage is 
the fire-safe spun glass filter which 
gives the air a final cleaning to re- 
move the finer particles of dust before 
the air is returned to the room. 

NP 20 
~~ - 


NEW TYPE SALT TABLET—By an 
exclusive patented coating on “PEP- 
UP” Salt Tablets, a high concentration 
of salt is delivered to the small intes- 
tine before disintegration, as this coat- 
ing prevents dissolution in the stom- 
ach. Thus it is claimed “PEP-UP” pre- 
vents nausea and workers experience 
no ill effects after taking them. 
“PEP-UP” Salt Tablets are packed 
and distributed by U. S. Safety Service 
Company, Kansas City, Missouri. 


NP21 


ELECTRONIC WELDED APRONS 
—Pulmotek Aprons and Sleeves, the 
flexible plastic garments recently 
marketed by the Pulmosan Safety 
Equipment Corporation, Brooklyn, 
New York, for protection against oils, 
acids, chemicals, caustics, water, etc., 
have been greatly improved by a new 
method of electronic welding to pro- 
vide airtight, leakproof, permanent 
seams. 

This electronic welding makes 
seams stronger than the plastic ma- 
terial itself, eliminating cementing 
and sewing, normally the weakest part 
of any garment. In addition, all straps, 
grommets, webbing _ reinforcements, 
ties, etc., are made of plastic and 
electronically welded to the garment. 
Elastic, when used, is also hermetical- 
ly sealed-in, fully protected from cor- 
rosive action. NP 22 

—— 
DUNN PRODUCTS EXPANDS— 
Dunn Products operating on the basis 
of complete stocks, prompt shipment, 


intelligent service and full customer 
protection have found it necessary to 


OUrcere sroces SwEDIATE BELiVERY 


= x! 4 / ails ts ve a : 





find larger quarters to house the great 
increased stocks of merchandise and 
the many additional items that have 
been added to the line. 

Their new catalog No. 11 shows the 
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complete line of head to foot protec- 
tion for industrial workers . . . all 
types of gloves in rubber, neoprene, 
rubberized fabric, leather, canvas and 
asbestos; respirators; acid, oil and fire 
resistant aprons; pants; jackets, suits 
and coats of natural and synthetic 
rubber; rubber boots and shoes; weld- 
ers helmets, face shields, goggles, 
protective sleeves and leggings; rubber 
acid containers, finger guards, foot 
guards and many other personal pro- 
tection items. 

For copies of the catalog, write to 
Dunn Products at their new address, 
1214-22 West Madison Street, Chi- 
cago 7, Illinois. NP 23 
IMPROVED GOGGLE—The 
Watchemoket Optical Co.,  Provi- 
dence, R.I., announces that the Im- 
proved Model 1-N Eye Saver Goggles 
are now made with a rugged molded 
plastic frame to resist breakage, wear 











longer, provide better ventilation, and 
reduce fogging. 
Light in weight so workers will 
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keep them on, this goggle exceeds 
Federal specifications for impact- 
resisting goggles, yet is clear and free 
of distortion. NP 24 
SEI co 


FIRST AID HEAT SOURCE—tThe 
M.S.A. Redi-Heat Block, a new rapid 
and safe emergency source of heat for 
first aid use, employing no liquids of 
any kind, has now been made avail- 
able by Mine Safety Appliances Com- 
pany of Pittsburgh. 

The M.S.A. Redi-Heat Block is en- 
tirely self-contained and always ready 
for instant use, requiring only one 




















The New “UTILITY” 
MARKING OUTFIT 


Nine sizes of type marked with one holder. 
Furnished in sturdy type box for all inter- 
changeable markings of .. . 


@ Serial numbers—brand names 
@ Fractional type—etc. 
© Special steel for safety 


Write for literature 
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=, SAFETY STEEL STAMPS 













































minute to reach top heat. Wrapped chemical compound. The charge is 
in a towel or blanket, the Block main- inserted in the Redi-Heat Block, 
tains its temperature for approxi- where it is activated by simply rais- 
mately one hour, and furnishes heat ing and releasing a spring-loaded 
for emergency treatment of victims lever—instantly creating a chemical re- 
of shock or other injury. action which evolves maximum safe, 
The Redi-Heat Block consists of a dry heat. NP 25 
block of lightweight metal with high aoa Tata 
heat-transfer value, encased in a spe- SLIP-PROOF FLOOR TREAD MA- 
cial cover and containing a replace- TERIAL—The Minnesota Mining 
and Manufacturing Company of Saint 
Paul, Minnesota, have produced lon 
wearing, slip-proof floor tread aiiade 





ate that minimizes slipping and falling 
able Redi-Heat Charge. The Redi- hazards on all types of floors and stair- 
Heat Charge is a small, sealed metal _ ways. 
cylinder containing a newly-developed Trade named Wetordry SAFETY 


Bring on your Acid Fumes! 





Exhaust from pickling, plating, etching and other 
operations involving acid vapors are readily 
handled with Schneible Multi-Wash Collector 
equipment. Where nuisance elimination only is 
desired, units of standard steel construction are 
recommended; using an alkaline solution as the 
recirculated liquid. If conditions require it they 
are fabricated of corrosion-resistant metals. 
Schneible engineers are qualified by broad ex- 
perience to make correct recommendations. 


CLAUDE B. SCHNEIBLE COMPANY 
2827 Twenty-fifth Street Detroit 16, Mich. 
Engineering Representatives in Principal Cities 
















64 OccuPATIONAL HAZARDS 





¥ 





Ju 








WALK, this slip-proof tread material 
has a coated surface of hard granular 
mineral that gives sure footing in spite 
of oil and grease, mud or water. The 
long wearing qualities of the product 
are especially adapted to floors sub- 
ject to hard usage. Available in a 
flexible cleat form, breaking and 
cracking are entirely eliminated when 
the surface to which it is attached 
expands, contracts or bends. NP 26 


a 


NON-SLIP WORK GLOVE—A can- 
vas work glove, impregnated with oil- 
and-acid resistant milled neoprene, 
manufactured by the Synthetic Divi- 
sion of The Pioneer Rubber Company, 
Willard, Ohio, offers a new type of 
protection on jobs that are too wet 
and sloppy for other types of work 
gloves. 


According to the manufacturer, the 
milled neoprene used is tougher and 
more durable than the latex type, thus 
offering dependable protection and 
extra long wear. The ee 
process is such that the canvas an 
neoprene are joined in a permanent 
bond, not merely coated. This im- 
pregnating process results in a rough 
adhesive surface, giving the further 
advantage of a non-slip grip, making 
the glove especially valuable in the 
handling of wet slippery objects. 

NP 27 
ee 


SAFETY FLASHLIGHT—Justrite 
Manufacturing Co., Chicago, Ill., an- 
nounces a plastic safety flashlight 
equipped with the new  Justrite 
Honeycomb lens. Designed as a work- 


JuNE, 1946 


ing light for industry and railroads, 
the special lens provides a wide circu- 
lar beam three feet in diameter at a 
distance of eight feet. 


S-LI /27°W 


i 


The flashlight uses three standard 
flashlight cells and is equipped with a 
belt dlip on the side, and a carrying 
ring on the bottom. The case is made 
of one-piece molded plastic. NP 28 


———_.g———__— 


BULLETIN BOARD—A new Double 
Duty bulletin board is announced by 
A. C. Davenport & Son. A felt back, 
grooved changeable letter section may 
be set in for presenting announce- 
ments, meetings, etc., or removed ex- 
posing a cork background for mount- 
ing posters or bulletins. 


The changeable letter inserts may 
be used with present boards, coming 
in standard and special sizes. NP 29 

emcees ene 
BOOK REVIEW—“A BLIND 
HOG’S ACORNS”—In spite of mis- 
guided phrenologic interpretations of 
the bumps on his head at the age of 
5, Carey P. McCord, M.D., has proven 
to the world that “even a blind hog 
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gets an acorn once in a while.” 

“A Blind Hog’s Acorns,” in indi- 
vidualistic narrative style, tells of 
some experiences of the author in his 
search for hygienic “acorns” as a stu- 
dent, industrial physician, hygienist, 
scientist, medical advisor, and consul- 
tant. 

Although the book was written for 
entertainment rather than for the dis- 
bursement of scientific information, 
the reader finds he has assimilated a 
store of experiences in an all too brief 
interlude. 


Times The Wear” 





Four Times Harder to Snag 


SURESEAL 
INDUSTRIAL 
GLOVES 


Positive Gripping Action in Solvents 


Here is a case history of the growth 
of industrial hygiene. Here are com- 
plex problems with their now simple 
answers. Here are related the awe- 
some and awful contacts with a cross 
section of our working populace. Here 
are humor and pathos. Here are ana- 
lytical processes for determining basic 
occupational disease causes. 

Here are 311 pages of “acorns” look- 
ing for fertile minds in which to 
grow into a forest of preventive meas- 
ures against the ravages of occupa- 


tional disease. NP 30 
Se 


SWEATBAND— 
The American Op- 
tical Company an- 
nounces that their 
synthetic sponge 
absorbent —_ sweat- 
band No. 109A is 
back on the market. 


NP 31 
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MARKING OUT- 





Save GLOVE DOLLARS! 


— Get Greater Resistance to All Acids, 
Chemicals, Oils, Solvents, Abrasion 


Unbiased laboratory tests definitely prove Surety’s super- 
synthetic, Sureseal, possesses greater resistance to abrasion 
and all acids, chemicals, oils and solvents than natural 
rubber and other synthetics used in glove manufacture. In 
all tests, Sureseal also shows notably higher tensile strength 
and snag resistance, before and after soaking in solvents 
and oils. : 

That is why Sureseal gives longer service—cuts glove 
costs — in all types of industrial work. 


Plus MORE HAND SAFETY 
with TURN-CUFFS 


Exclusive Surety Turn-Cuff deSign prevents dangerous 
liquids from running inside gloves or onto arms or clothing 
when cuffs are turned up. Turned down, cuffs provide a 
two-inch longer protective gauntlet. 


Write today for your copy of 
the New Sureseal Bulletin ! 


RUBBER COMPANY 


CARROLLTON - OHIO 
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FIT—The M. E. 
Cunningham Co. 
has developed a 
light-weight Safety 
Utility Marking 
Outfit, available in 
nine sizes. 

The Utility hold- 
er is made from 
Cunningham _pat- 
ented “safety” steel 
which _ eliminates 
spalling and mush- 
rooming. The 
Wedge Grip fea- 
tures and_ perfect 
balance assure the 
operator a firm grip 
which prevents the 
holder from slip- 
ping regardless of 
greasy holder or 
fingers. NP 32 
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<1 person washfountain using a spray- against heat, sparks, hot metal 
ee head instead of faucets had been in- splashes, and abrasives. 
nas troduced by the Bradley Washfountain 
wend Co. The DUO-washfountain has foot 
eis treadle controls for the spray and a 
ale self flushing deep bowl to prevent 
collection of dirty contaminated water. 
ok- 
to 
>as- 
|pa- 
30 
== 
Op- 
an- 
heir 
mge The body of the legging is made 
eat- from either Underwriters grade as- 
A is bestos, chrome tanned heat resisting 
rket. leather, fireproofed duck, or impreg- 
31 nated synthetic duck. The inside front 
is reinforced with heavy canvas and 
“ fibre. Fasteners allow adjustment and 
UT- The bowl is furnished in either quick removal. NP 35 
: 2. stainless steel or white enamel iron ee ee 
Co. with pedestal panel that encloses the FLOOR MACHINE—An “all-purpose” 
8 connections and mixer. NP 33 drum type floor machine that accom- 
afety ee een modates both 8” and 16” accessories 
rking APPR a : re has been developed by the G. H. Ten- 
“aye ! OVED CHEMICAL RESPIRA- Company. : 
TOR—An approved Chemical Cart- The new machine is available with 
hold- ridge Respirator, the first approved accessories for dry cleaning, waxing, 
from under the U. S. Bureau of Mines polishing, scrubbing, sanding, and 
pat- Schedule 33, is the product of the sweeping. An outstanding feature per- 
steel Mine Safety Appliances Co. mits cleaning, waxing, and polishing 
inates The seperarOr 3s for use in degreas- in one operation by use of a hard bar 
nush- 7 ae, general use of solvents, wax cartridge. The machine works 
The paint thinners, removers, or in light equally ql am. week. asphalt, cork, 
fea- concentrations of harmful organic linoleum, and concrete. The vacuum 
erfect — . ; - system, powered with a 5000 RPM 
e the The cartridge ee life has been fan, controls dust in all operations. 
n grip tripled and the cushioned facepiece NP 36 
ts the of oil-resistant Neoprene is self-adjust- ~ 
; ing. 7 
slip- 8 —_ _ ATHLETE’S FOOT PROPHYLAXIS 
ess of A wartime development for the 
er OF LEGGINGS—The Safety Clothing & prevention of athlete’s foot is the Peda- 
NP 32 Equipment Co. has developed Gard- Spray solution and dispenser. 
\ZARDS 











WASHFOUNTAIN—A new two- 














well Frank Leggings for protection 

























































June, 1946 





67 





t 








ae 


lo 











The dispenser has a base made of 
heavy cold rolled carbon steel, bond- 
erized to protect against rust, and 
contains the solution, 3 pressure- 
actuated pumps, and an aluminum 
treadle mounted on a steel shock- 
spring fulcrum. 





The user steps on the treadle plate 
and gives two or three “left-right” 
movements of his weight, actuating 
the pumps causing them to spray the 
feet in a clinging mist of the solution. 
One gallon provides 3200 treatments 
of fresh, undiluted solution. NP 37 


——_< 


TUBING COUPLING—A simple 
fool-proof coupling which makes pos- 
sible a “lo second” joining and discon- 
necting of sections of flexible tubing 
has been developed for Spiratube non- 
collapsible tubing by the Warner 
Brothers Co., Spiratube Division. 





Built into the tubing, the coupling 
consists of a flat spring steel collar 
which may be compressed to slip in- 
side the end of another section, then 
released to form a tight joint. There 
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is no exposed metal inside or out, elim- 


inating sparking hazards. NP 38 
—<_——_- 


NEOPRENE COVERALL—Particu- 
larly adaptable for working in chemi- 
cals, oils, and greases, a Neoprene 
impregnated airplane cloth coverall 
has been designed by Benson & Asso- 
ciates. 





Completely protecting the worker 
from neck to shoe tops, the coverall 
weighs less than three pounds. 

Protected zipper closures at front, 
wrists, and ankles insure a closed, pro- 
tecting garment. A hood protects the 
head from splashes or spray. Goggles 
or face masks may be worn with the 


hood in place. NP 39 
—_—_—_—<>_--— 


STEP LADDER—A new aluminum 
folding ladder, featuring great strength 
and light weight has been introduced 
by the Aluminum Ladder Company. 
Constructed of aluminum alloy 52S, 
which has a tensile strength of 37,000 
lbs. per square inch, the ladder is 
fitted with non-skid treads. 

It is available in 4’, 5’, and 6’ 
models, the 5’ size weighing only 16 


Ibs. NP 40 
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New Production Line 
X-Ray Technique 
Under the joint sponsorship of 
the New York City Department of 
Health and the New York State 
Department of Labor—utilizing 
new equipment provided by the 
U. S. Public Health Service—a new 
program to explore industrial haz- 
ards and con trol tuberculosis goes 
into action at Mc- | 
Nulty Shipyards | 
in Brooklyn. 
Applying “pro- 
duction line” tech- 
niques, this new 
Mass-Chest - Radi- 
ography unit was 
specially de- 
veloped by the 
North American 
Philips Company, 
Inc., to handle 
plant workers in 
large numbers, 
with a minimum 
loss of time from 
the job, X-ray 
images (2h” x 
3%”) are recorded 
on 70 mm. film 
and electronic 
controls automati- 
cally regulate the 
time of exposure. 
In the metro- 
politan area, Dr. 
H. R. Edwards 
(New York City 
Department of 
Health) and Dr. 
Leonard Green- 
burg (New York | 
State Department | ” 
of Labor) are ini- 
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tiating the new program. It is ex- 
pected that this project will be de- 
veloped into a regular service in 
New York industries. 

Many other communities are 
thinking in terms of mass x-ray tech- 
niques. Such precaution will con- 
tribute greatly to a healthier indus- 
trial population. 


—__<g——_—_ 


STRIPE AISLES 
for BETTER TRAFFIC CONTROL 





For both vehicular and pedestrian traffic through your plant, 
STRIPE aisles with a handy M-B Marker. It's the modern way to 
keep aisles cléar and to control traffic. It promotes SAFETY ... 
adds to efficiency. Low initial cost . 
| Available for prompt shipment. Write for M-B Marker Bulletin 115. 


| MEILI- BLUMBERG CORPORATION 
| Box OH-6, New Holstein, Wis., U. S. A. 


- practically no upkeep. 


MODEL 1-5 


Single line, mo- 
torless marker. 
No mist! No 
fumes! No noise! 
Easily operated 
by any shop man 





INDUSTRIAL MARKER 


A 4973-\%, 
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PRESS GUARD—A new punch press 
guard which gives protection against 
operator accidents on all types of 
hand-fed punch presses, has been an- 
nounced by the Dake Engine Com- 
pany. 

This guard can be applied to almost 
any type of ram action machine, such 





as punch presses, brakes, and spot 
welders. The guard operates even 
when mechanical failure of the press 
might cause injury to the operator. 
NP 41 
a 


Ten Little Workers 

Ten little workers, one touched a 
“hot” line 

Didn't know the 
then there were nine. 

Nine little workers working long 
and late 

One got drowsy on the job, then 
there were eight. 

Eight little workers—management 
got wise 

Hired a Safety Engineer and saved 
the other guys. 


pe ywer Was on, 
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SAFETY HOOK—A new safety hook 
for use of towermen who work from 
hanging ladders is announced by the 


R. H. Burke Company. 





| 


This device holds the safety strap 
securely to the rung of the ladder and 
when movement is necessary, the 
worker unsnaps the hook and trans- 
fers it to the next working area. 

The hook assembly is not normally 
under load, functioning only if the 
worker loses hold or footing. NP 42 


+ 
Respirator Not Sufficient 
Protection from Toxic 
Solvent Vapors in 
Confined Areas 

The danger of using toxic sol- 
vents in confined areas without 
having taken the proper protective 
measures was shown in a case re- 
ported by the Los Angeles Division 
of Industrial Hygiene, recently. 

A worker engaged in removing 
paint from walls and ceiling of a 
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tor, but no ventilating device was 
used. He was using a paint stripper 
containing 40 per cent trichlorethyl- 
ene and a wiping cloth saturated 
with a solvent containing a mixture 
of hydrocarbon, an acetate solvent, 
and ethyl alcohol. 

After 40 minutes of work, the 
man became intensely ill and had 
to be removed. Another employee 
who replaced him experienced 
similar symptoms in a short time. 
Both cases had near-fatal outcomes. 
Samples of air in the compartment 
taken by Division personnel 
showed that the atmosphere was so 
laden with solvent vapors as to be 
practically unbreathable. 
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PORTABLE X-RAY UNIT—A new 
Mass Chest Survey X-Ray Unit has 
been announced by the North Ameri- 
can Philips Company. 

































































Designed for quick assembly, even 
in cramped quarters, the new appa- 
ratus can handle chest examinations 
at a rate of 200-300 per hour. 
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small enclosed compartment in a 
plane was supplied with a respira- 


All major castings are of magne- 
sium, making an appreciable reduc- 
tion in weight. No component of the 
mechanical assembly weighs more than 
80 pounds, and no tools are required 
for setting up the equipment. NP 43 

— 
GROUNDED WORK LIGHT—An 
improved type of Work-Lite for at- 
tachment to machine tools, assembly 


benches, announced by the 
Swivelier Company. 


etc. is 





In place of the usual cord and 
cap, this unit comes with Greenfield 
cable and leads for direct attachment 
to outlet box or transformer, ground- 
ing the entire unit. 

The Work-Lite has a_ universally 
adjustable spring construction socket 
and base. NP 44 
— 


LIGHTED MAGNIFIER—The Haas 
Corporation announces the produc- 
tion of the Magnalite, a new visual 
aid for first aid rooms and hospitals. 
Magnalite magnification 
with illumination five inch 
optically ground magnifier and two 
fluorescent tubes mounted in a plastic 
head. 

Flexibility and fingertip control are 
accomplished by means of a floating 
arm which is self supporting in all 
positions without locking or clamp- 
ing. May be had with floor or table 
mounting. NP 45 


combines 
with a 
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BRIEFLY TOLD 








State of Virginia Sets 
Example 


The Bureau of Industrial Hy- 
giene of the Virginia Department 
of Health is undertaking a survey of 
Virginia industries to guide plan- 
ning for the Bureau’s work and to 
obtain data of the effects of recon- 
version upon these establishments. 
Return-prepaid postcards are being 
sent to the plants, requesting in- 
formation about pre-war, wartime, 
and post-war activities, number of 
employees, health facilities and 
personnel, and other questions. 


———— 


Recreation 


“Rx for Employee Recreation” 
is offered without charge by the 
Industrial Recreation Association, 1 
North La Salle Street, Chicago 2, 
Illinois. 

—__~_—__ 


Explains Severity Rates 


A manual which explains the 
use of frequency and severity rates 
in determining the degree of 
seriousness of the plant accident 
problem, report forms for use in 
obtaining cause data, and the use 
of report summaries in determining 
accident prevention procedure has 
been published by the United 
States Bureau of Labor Statistics. 

This bulletin number 772 may 
be purchased from the Superin- 
tendent of Documents, U. S. Gov- 
ernment Printing Office, Washing- 
ton, D.C. at 10 cents per copy. 
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The Scott Air-Pak has so many 
advantages over other types of 


ame, breathing equipment that safety 

ar of engineers can now go to manage- 
and ment with a 

1S. 


Cost Reduction Program 


as well as improved breathing 
protection for the workman. 


eo Here i“ Proof! Here ate Facts! The Hamilton Manufacturing 
e 


on, | 
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Company of Two Rivers, Wisconsin, tells a true story of the Scott Air-Pak in action— 


*Shut-downs in emergencies caused thirty key men to A Scott sales engineer will be 
remain igte for, three hours to allow cooling off of the glad to cooperate with you, in- 
interior of the ovens, and additional time to remove ma- vestigating in your plant, cost 


terial,jammed on the conveyors, for correction of the cause 


f reduction and production in- 
of the jam. 


es creases which the Scott Air- 
: Two men tried the Scott Air-Paks and asbestos suits. Pak, in one of the many types 

. the They entered the long drying oven, with inside tempera- available, may make possible. 
; ture at 260° F.. remained in oven five minutes. Came out 

rates 


to cool off suit for about two minutes. Both men re-entered 
P of the oven. Remained for another seven minutes. Air from 
ident cylinder was still déemed cool and comfortable. The equip- 
. ment was deemed satisfactory and economical for use in 


se in < such emergencies. 


e use % The department head states that within ten to fifteen 
ning é minutes, any jam can be corrected with the use of the 

Scott Air-Paks and asbestos suits, at a great saving to the 
e has er 6 


company; and pay for the devices during one such shut- 
down of production.” 


.ZARDS 





Alec Wilson and his family are careful 
folks—at least they mean to be. Alec got 
back from an afternoon’s shooting and 
_, carefully put his rifle on a high shelf. Mrs, 
Wilson was careful too and when little 
Benny went out with his bow, she took 
his arrows away from him. But Benny was 
resourceful. He picked up a yard stick, put 
itin his bow and let fly at the back door 
The yardstick went through the screen 
and hit the trigger of Alec’s gun. Bang 
went the gun and shot Benny’s little sister. 


Except for the names, this is a true story from 
~ the files of the National Safety Council. 
no 
Unusual, spectacular accidents make the best stories, but the common- 
place, everyday accidents make the most cripples. Foot accidents are not 
unusual; they seldom make headlines. But about 60,000 of them happen 
in an average year. They can happen to any worker—any time. For the best 


protection against foot injuries, be careful and wear SAFETY FIRST Shoes. 


Black, Heavy, Work-Shoe Leather 
Blucher. Double leather outsole, 

HEAVY OUTSIDE WORK rubber heel. Also available with 
composition outsole. Sizes 5 to 
11 and 12. Widths D, EE. 


UNION MADE 


[LOOK OUT FOR PROTECTION 


Safely First swoe company 


HOLLISTON, MASSACHUSETTS 
Makers of Industrial Shoes for a Half Century 





